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Introduction 


The Monthly Checklist of State Publications is a record of State documents issued 
during the last five years which have been received by the Library of Congress. 

Monographs are listed each month as they are received and are arranged by 
State and issuing agency. Included among them are annual publications and mono- 
graphs in series. The latter are listed as contents under the series title except for 
publications in college and university bulletin series and similar materials, which 
are listed under their monographic titles. 


Periodicals are listed semiannually in the June and December issues, with the 
December list cumulative for the year. 


Publications of associations of State officials and of regional organizations 
and library surveys, studies, manuals, and statistical reports appear in two sections 
at the end of the listing of monographs by State. 


For each publication, the price and pertinent bibliographic information, such 
as changes in titles and in names of issuing bodies, are given when known. The Li- 
brary of Congress card number is also shown at the end of each entry when available. 
The assignment of an L.C. card number to a monograph indicates that it has been 
selected for the permanent collections of the Library of Congress. Beginning with 
the January 1980 edition of the Checklist, those monographic works which are listed 
but have not been selected for the permanent collections of the Library are tempo- 
rarily being retained in an experimental collection located in the Serial and Govern- 
ment Publication Division. 


A few categories of publications, such as college and university catalogs, 
loose-leaf additions, slip laws, and certain ephemeral material such as blank forms 
and publishers’ announcements, are not included in the Checklist. Listings of 
State university press publications are limited to those which by reason of their 
content or series title appear to be official publications of the university. 

The publications listed are not distributed by the Library of Congress but 
may be obtained in most instances from the agencies issuing them. 

An annual index to the monographs appears early in the following year. A 
separate title page for the entire volume is provided with the index. 

The value of the Checklist depends in large part on the cooperation extended 
by State agencies. They are requested to send to the Library of Congress copies 
of all their publications and issuances, including materials described above that 
are not listed. They are also requested to send the Library bibliographic informa- 


tion that does not appear on the publication itself and changes in titles of publi- 
cations and names of issuing bodies. 


ALABAMA 


AGRICULTURAL EXPERIMENT STATION, Auburn, 
Bulletin, [Auburn] 
547, Balloonvine biology and control in soybeans 
[by Eddie R, Jolley and others} 1983, 35 p. 
2 
548, Effect of production and credit management 
factors on catfish investment and profitability 
[by John B, Flynn, Neil R, Martin, Jr., and 
Gregory D, Hanson] 1983, 27p. ill. 
AGRICULTURAL EXPERIMENT STATION, Auburn, 
Circular, [Auburn] 
266, Improving market coordination in the feeder 
cattle market board associations in Alabama [by 
Gregory M, Sullivan and Daniel A, Linton] 
1983, 11p, 
AGRICULTURAL EXPERIMENT STATION, Auburn, 
Research report series, [Auburn] 
1, Research report 1983: ornamentals [by Gary J. 
Keever and others} 1983. 23p,. ill. 
BUREAU OF VITAL STATISTICS. Detailed mortality 
statistics, Alabama. 1982. Montgomery. 
VI, 147 p. 
ADPH-P-VS-11. 82-643453 
~ = 
DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] Administrative Office of 
Courts, State of Alabama, Montgomery, October 1, 
1980 through September 30, 1982, Montgomery 
[1933] A-B, 131. 
On cover: 83-287, 
«Ve 
DEP?'’. OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] Alabama Academy of 
Honor, State of Alabama, Montgomery, October 1, 
1981 through September 30, 1982. Montgomery 
[1983] A, 71. 
On cover: 83-288, 


DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] Alabama Board of Medical 
Technicians Examiners, State of Alabama, Montgom- 
ery, October 1, 1980 through September 30, 1982. 
Montgomery [1983] A, 81. 


DEPT, OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] Alabama Peace Officers 
Standards and Training Commission, State of Ala- 
bama, Montgomery, October 1, 1980 through Septem- 
ber 30, 1982. Montgomery [1983] A, 111. 

« Ba 

DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] Alabama Real Estate Com- 
mission, State of Alabama, Montgomery, 1977/80, 
1980/82, Montgomery. 2v. 

Report period ends Sept. 30, 


DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. 
{Report of examination of] Board of Barber Examin- 
ers, State of Alabama, Montgomery. Oct, 1, 1981/ 
Nov. 16, 1982, Montgomery. A-B, 51. 

« 

DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] Board of Examiners of 
Psychology, State of Alabama, Montgomery, Octo- 
ber 1, 1980 through September 30, 1982, Mont- 
gomery [1983] A-B, 111. 

DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS, 
{Report of examination of] Department of Education, 
State of Alabama, Montgomery. 1979/82, Mont- 
gomery. A-D, 751. 

Report period ends Sept. 30, 
On cover: 83-331, 

DEPT, OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] Department of Pensions 
and Security, State of Alabama, Montgomery. 
1980/82. Montgomery. A-B, 221. 

Report period ends Sept. 30, 
On cover: 83-397, 

DEPT, OF EXAMINERS OF PUBLIC ACCOUNTS, 
|Report of examination of] Farmers Market Author- 
ity, State of Alabama, Montgomery. 1980/82, 
Montgomery. A-B, 131, 

Report period ends Sept, 30, 

DEPT, OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] Foreign Trade and Rela- 
tions Commission, State of Alabama, Montgomery, 
October 1, 1980 through September 30, 1982, 
Montgomery [1983] A, 111. 

On cover: 83-313, 
17 - 

DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] Office of Prosecution 
Services, State of Alabama, Montgomery, Octo- 
ber 1, 1979 through September 30, 1982. Mont- 
gomery [1983] A, 801, 

DEPT, OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] Opelika State Technical 
College, Opelika, Alabama, October 1, 1977 through 
September 30, 1981, Montgomery [1983] A-B, 431, 

On cover: 83-276, 
«1% 

DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] retirement systems of 
Alabama, State of Alabama, Montgomery, October 1, 
1980 through September 30, 1982, Montgomery 
(1983] A, 341, 83-623391 


DEPT, OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] Southwest Alabama 
Indian Affairs Commission, State of Alabama, Mont- 
gomery, October 1, 1981 through January 10, 1983. 
Montgomery [1983] A, 61. 
On cover: 83-220, 


DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] State Board of Medical 
Examiners and the Medical Licensure Conimission, 
State of Alabama, Montgomery. 1980/82, Mont- 
gomery. A-B, 111. 
Report period ends Sept. 30. 
On cover: 83-249, 
DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] State Capitol Advisory 
Committee, State of Alabama, Montgomery, Octo- 
ber 1, 1980 through September 30, 1982. Mont- 
gomery [1983] A, 81. 


« 23 « 
DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] State Finance Department, 
State of Alabama, Montgomery, October 1, 1978 
through September 30, 1981, Montgomery [1983] 
A-G, 801. 
On cover: 83-206. 


24 
DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] State Finance Department, 
State of Alabama, Montgomery, October 1, 1981 
through September 30, 1982, Montgomery [1983] 
A-D, 341. 
On cover: 83-207. 
~ 
DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] State Military Department 
and Armory Commission, State of Alabama, Mont- 
gomery, October 1, 1980 through September 30, 1982. 
Montgomery [1983] A-B, 121, 


DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] State Pilotage Commission, 
State of Alabama, Montgomery, 1979/82, Mont- 
gomery, A, 111. 
Report period ends Sept. 30, 
On cover: 83-314, 


+ 
DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS, 
[Report of examination of] State Treasurer's Office, 
State of Alabama, Montgomery, October 1, 1980 
through September 30, 1982. Montgomery [1983] 
A-B, 71. 
On cover: 83-247, 


DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] the Auditor's Office, 
State of Alabama, Montgomery, October 1, 1979 
through January 17, 1983, Montgomery [1983] 
A, 171. 

On cover: 83-239, 


DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. 
[Report of examination of] the Public Service Com- 
mission, State of Alabama, Montgomery. 1980/82. 
Montgomery, A, 151, 

Report period ends Sept, 30, 

On cover: 83-285, 


83-623390 


83-623389 


83-623388 


[DEPT. OF INDUSTRIAL RELATIONS] Estimated 
civilian labor force, Huntsville, Alabama standard 
metropolitan statistical area (Madison, Limestone, 
& Marshall Counties) (in thousands), 1982. |Mont- 
gomery, annual, 

[DEPT, OF INDUSTRIAL RELATIONS| Estimated 
civilian labor force, Montgomery, Alabama standard 
metropolitan statistical area, Montgomery, Autauga 
& Elmore Counties (in thousands), 1982. [Mont- 
gomery. 1]1, annual, 

DEPT. OF INDUSTRIAL RELATIONS, Research and 
Statistics Division, Labor Market Analysis Unit. 
Annual planning information, State of Alabama. 

Sept. 1983. Montgomery. v, 32p. ill. 

DEPT. OF PUBLIC HEALTH. Annual report. 

1982, [Montgomery] iii, 182 p. ill. 


68-65946 
ALASKA 


Since Alaska publications are printed in limited quanti- 
ties, the Alaska State Library distributes depository collec- 
tions of them for out-of-State library service to the Library 
of Congress, the National Library of Canada, the Center for 
Research Libraries in Chicago, the Washington State Library 
in Olympia, the Seattle Public Library, and the University 
of Washington Library in Seattle. 

State of Alaska voter registration list as of 04/20/83. 
[Juneau, 1983] 85 sheets 10.5 x 15 cm. (microfiche) 
Title on header: Voter master alpha[betical] list- 
ing. 
COMMERCIAL FISHERIES ENTRY COMMISSION. 
Regulations amendments, Register 85, April 1983 
and Register 86, July 1983, and Register 87, October 
1983, |Juneau, 1983} unpaged. 


COMMISSION ON POSTSECONDARY EDUCATION. 
1983-84 directory of postsecondary educational insti- 
tutions in Alaska. |Juneau, n. d.| vi, 109 p. ill. 

COMMISSION ON POSTSECONDARY EDUCATION. 
Policy positions and recommendations, 1980-1985; 
addendum, [Juneau] 1983, 61. (Its Document 
no, 83-10) 

COMMISSION ON POSTSECONDARY EDUCATION. 
Review of the University of Alaska, FY 1984, oper- 
ating and capital budgets, [Submitted to the Gover- 
nor and the thirteenth Alaska State Legislature, 
Juneau| 1982, iii, 761. ill. (Its Document no, 
83-5) 

COURT SYSTEM. Employee handbook. [Juneau] 1983, 
ii, 42p.+ ill. 


tre 
[DEPT, OF ADMINISTRATION! Division of Retirement 


and Benefits. Alaska Public Employees’ Retirement 
System: information handbook, including special pro- 
visions for peace officers and firemen, [Juneau] 
1983, 49p. 


ALABAMA 
2 


DEPT, OF EDUCATION. Office of Planning and Re- 
search, Alaska education costs and enrollments, 
by Bina Harris, |Juneau] 1983, 121. ill. 

83-623291 


DEPT. OF ENVIRONMENTAL CONSERVATION. Man- 
agement and Technical Assistance Section, Evalua- 
tion guidelines for 401 reviews. [Juneau] 1982. 

i, 13, 31. ill. 


~ 44. 

DEPT, OF ENVIRONMENTAL CONSERVATION. Man- 
agement and Technical Assistance Section, Index to 
programs and available information on the Alaska 
seafood processing industry. [Juneau] 1982, 59 p. 


~ 44+ 
DEPT. OF FISH AND GAME. 1983 regulations for 
local fish and game advisory committees and region- 
al councils. |Juneau, 24p, 


DEPT, OF FISH AND GAME, Informationai leaflet, 
{Juneau} 


220. The Pandalid ane pot fishery of Cook Inlet, 
Alaska from the initiation of the fishery through 
the spring of 1983, by Allen S, Davis. 1983, 

iv, 37p. ill. 83-623309 


222. The red king crab, Paralithodes camtschatica 
(Tilesius) in Norton Sound, Alaska: history of bio- 
logical research and resource utilization through 
1982, by Guy C. Powell, Richard Peterson, and 
Leonard Schwarz. 1983, viii, 104p. ill. 
Issued by its Division of Commercial Fisheries, 
83-623310 


~ 474 
223. Growth of sablefish in southeastern Alaska, by 
Fritz Funk and Barry E, Bracken, 1983, 
iv, 4p. ill. 
Issued by its Division of Commercial Fisheries, 
83-623311 


48 
DEPT, OF FISH AND GAME, Division of Boards. 
Advisory committee manual, compiled by Vikki J. 
Benner, Juneau, 1983, 351. ill. 


- 49. 

DEPT. OF HEALTH AND SOCIAL SERVICES, Health 
Education Risk Reduction Project. The health of 
Alaskans: an assessment of the prevalence of behav- 
iors posing health risks, prepared by John A, Kruse 
[and] Elsa Aegerter. [Juneau] 1983, 11p. ill. 


DEPT. OF LABOR. Research and Analysis Section. 
Directory of licensed occupations, [Juneau, n. d.] 
unpaged, 
Issued in cooperation with the Employment Security 
Division, 


[DEPT. OF MILITARY AFFAIRS] Division of Emergen- 
cy Services. The official Tommy Tsunami (soo-nah- 
mee) and Ernie Earthquake coloring book, (Juneau, 
141. ill. 


DEPT. OF NATURAL RESOURCES. Division of Re- 
search and Development. Land and Resource Plan- 
ning Section. Statewide natural resources plan. 
2d; 1982783. [Anchorage] 4v. and 3 maps on 10 
Sheets 180 x 108 cm. and smaller. annual. 

Main work is ill. 

Issued with appendices: App. 1. Detailed issues 
and policies. —App. 2. Designation units-resource 
values and management guidance.—App. 3. Map A: 
surface use designation; map B: subsurface resource 
designations.—App. 4. Text for the resource trans- 
portation options map. 

Me 

DEPT. OF REVENUE. Research [and Analysis Section] 
1982 Federal tax leakage associated with the perma- 
nent fund dividend program, prepared by P, S, 
Dhillon and Mary Ellen Frank, [Juneau, 1983] 

45 p. 63-623281 
- 54- 

DEPT, OF TRANSPORTATION AND PUBLIC FACILI- 
TIES. Functional classification policy and procedure 
manual [by] H, W. Lochner, Inc, in association with 
Boeing Computer Services Co, and Holden & Associ- 
ates, [Juneau] 1983, various pagings. ill. 

83-623286 


a 

DEPT, OF TRANSPORTATION AND PUBLIC FACILI- 
TIES. Division of Facility Procurement Policy. 
Inventory and condition survey of public facilities, 
Kenai Peninsula [1979 & 1980, Juneau, n. d.] 
2v. ill. 


= 

DEPT. OF TRANSPORTATION AND PUBLIC FACILI- 
TIES. Division of Planning and Programming, 
Inventory and condition survey and public facilities, 
Chugach Region, Alaska, 1981; summarv volume, 
[Juneau, n. d.] various pagings, ill. 

On t.p.: Dept. of Transportation and Public Facili- 

ties, Division of Planning and Research, Facilities 
Planning Section, 


DEPT, OF TRANSPORTATION AND PUBLIC FACILI- 
TIES. Division of Planning and Programming, 
Research Section, Littoral draft and spit degrada- 
tion on Homer Spit, Alaska; interim report, by 
Dennis Nottingham, Brent Drage [and] Jeffrey Gilman. 
Fairbanks, 1982, 2 sheets 10,5 x 15cm. (micro- 
fiche) ill. 


DEPT. OF TRANSPORTATION AND PUBLIC FACILI- 
TIES. Division of Planning and Programming, 
Research Section, Report, Fairbanks, 

AK-RD-83-11, Prediction of damage potential on 
Alaskan highways during spring thaw using the 
falling weight deflectometer; final report, by 
Richard N, Stubstad [and] Billy Connor, 1982, 
1 sheet 10,5 x 15cm. (microfiche) ill. 
AK-RD-83-16, Preliminary design and feasibility 
study for a calcium-magnesium acetate unit; final 
report, by M, J. Economides and R, D, Oster- 
mann, 1982, I1sheet 10.5 x 15cm, (micro- 
fiche) ill, 


- 60 - 

AK-RD-83-19, Design criteria for driven piles in 
permafrost, by Dennis Nottingham [and] Alan B, 
Christopherson. 1983, 1sheet 10.5 x 15cm. 
(microfiche) ill. 

61 - 

AK-RD-83-20, Economic <spects of high speed gra- 
vel roads; final report, by M, K, Reckard, Pre- 
pared in cooperation with Federal Highway Admini- 
stration, 1983, 2 sheets 10,5 x 15cm. (micro- 
fiche) ill. 

FHWA-AK-RD-83-20, 

AK-RD-82-25, Use of passive solar additions in the 
Alaskan climate; final report, by Matthew K, 
Reckard [and] Lorena A, Hegdal. 1983, 3 sheets 
10.5 x 15cm, (microfiche) ill. 

Issued in cooperation with Rural Alaska Com- 
munity Action Program, Inc. 


ott « 

DIVISION OF ADULT CORRECTIONS. Population man- 
agement plan, submitted in partial fulfillment of 
Cleary v. Beirne...to the Hon, Douglas Serdahely, 
judge of the Superior Court, Third Judicial District. 
[Juneau| 1983. 331. 83-623300 

DIVISION OF AGRICULTURE. Alaska hay directory. 
[Wasilla] 1983, 29 p. 

~ 

DIVISION OF AGRICULTURE, Strawberry plant mar- 
ket survey and production feasibility study. 
[Wasilla] 1983. v, 53 p. 


DIVISION OF AGRICULTURE. A survey of the whole- 
sale market for grass seed in the State of Alaska. 
[Wasilla] 1983. v, 17p. ill. 


DIVISION OF COMMERCIAL FISHERIES. 1983 Alaska 
commercial salmon catch, by management area, date 
period, and species; preliminary data (thousands of 
fish), Juneau, 1983, [4] p. 


DIVISION OF COMMUNITY PLANNING. Economic 
strategies plan, St, George Island, Alaska [by] John 
R, Christofferson {and others} Tim Thompson, pho- 
tographer, Prepared by Dames & Moore for city of 
St. George. [Juneau] 1983, x, 711. ill. 


- 69 - 

DIVISION OF COMMUNITY PLANNING. Economic 
strategies plan, St. Paul Island, Alaska [by] John 
R, Christofferson [and others] A, D, Chandler, 
photographer. Prepared by Dames & Moore for 
city of St, Paul. [Juneau] 1983. various pagings. 
ill. 

«Wea 

DIVISION OF ENERGY AND POWER DEVELOPMENT. 
Geothermal engergy [sic] development at Pilgrim 
Springs, Alaska, Phase 2: results of drilling, test- 
ing, and resource confirmation; basic data appendix, 
by Woodward-Clyde Consultants. Anchorage, 1983, 
various pagings. ill. 


DIVISION OF ENERGY AND POWER DEVELOPMENT. 

Peat commercial feasibility analysis. Hampton, 

N. H., Wheelabrator-Frye Inc. [n. d.] 2v. ill. 
DEPD-83-08-73-7-526-R5; DEPD-83-73-7-526-R6. 

83-623293 
-%2- 
DIVISION OF GAME. Annual report of survey- 

inventory activities. Vol. 13, pt. 7; 1983. 

Juneau. iv, 126 p. 76-644248 

DIVISION OF GAME. Black bear predation on moose 

(bear ecology studies); final report, Federal aid in 

wildlife restoration, project W-17-10, W-17-11, 

W-21-1, W-21-2, and W-22-1, job 17,3R, by Charles 

C, Schwartz, Albert W, Franzmann, and David C, 

Johnson, Juneau, 1983, ii, 1385p. ill. 

83-623282 
DIVISION OF GEOLOGICAL AND GEOPHYSICAL SUR- 
VEYS. Guidebook. |[College| 
« 

1, Guidebook to permafrost and Quaternary geology 
along the Richardson and Glenn Highways between 
Fairbanks and Anchorage, Alaska, Edited by 
T. L. Péwé and R, D, Reger, [1983] xiii, 263 p, 
ill. 

On t.p.: Fourth International Conference on 
Permafrost, July 18-22, 1983, University of 
Alaska, Fairbanks, Alaska, U.S.A. 

Cover title: Richardson and Glenn Highways, 

A : j - GeO. . 
t geology 93~62920¢ 
- 75 

2. Guidebook to permafrost and related features of 
the Colville River Delta, Alaska, by H. J. Walker. 
[1983] iv, 34p. ill. 

On t.p.: Fourth International Conference on 
Permafrost, July 18-22, 1983, University of 
Alaska, Fairbanks, Alaska, U.S.A. 

Cover title: Colville River Delta, Alaska: guide- 
book to... features. 

$2.00. 83-623295 

176 

3. Guidebook to permafrost and related features of 
the northern Yukon territory and MacKenzie Delta, 
Canada, Edited by H. M., French and J, A, 
Heginbottom. [1983] viii, 186p. ill. 

On t.p.: Fourth International Conference on 
Permafrost and International Geographical Union 
Commission on the Significance of Periglacial Phe- 
nomena, July 18-22, 1983, University of Alaska, 
Fairbanks, Alaska, U.S.A. 

Cover title: Northern Yukon... Canada: guide- 
book to... features, 

$8.50. 83-623296 

4, Guidebook to permafrost and related features 
along the Elliott and Dalton Highways, Fox to 
Prudhoe Bay, Alaska. Edited by Jerry Brown 
and R, A, Kreig. [1983] x, 230 p. 

On t.p.: Fourth International Conference on 
Permafrost, July 18-22, 1983, University of 
Alaska, Fairbanks, Alaska, U.S.A. 

Cover title: Elliott... Prudhoe Bay, Alaska: 
guidebook to... features. 

$7.50. 83-623297 


78 - 

DIVISION OF LEGISLATIVE AUDIT. A follow-up re- 
port on the Department of Health and Social Services, 
Division of Administrative Services, Audit Section, 
April 15, 1983, [Juneau, 1983] 51 p. 

-79- 

DIVISION OF LEGISLATIVE AUDIT. A performance 
report on the Board of Chiropractic Examiners, 
July 1, 1980 to February 28, 1983, [Juneau, 1983] 
18 p. 

ois. 

DIVISION OF LEGISLATIVE AUDIT. A performance 
report on the Board of Pharmacy, July 1, 1980 to 
February 28, 1983, |Juneau, 1983] 18 p. 

DIVISION OF LEGISLATIVE AUDIT. A report on the 
Department of Administration for the fiscal year 
ended June 30, 1982, |Juneau, 1983] 22 p. 

e 82. 

DIVISION OF LEGISLATIVE AUDIT. A report on the 
Department of Education, July 1, 1981 - June 30, 
1982, [Juneau, 1983] 57 p. 

DIVISION OF LEGISLATIVE AUDIT. A report on the 
Department of Fish and Game for the \ et year 
30, 1982, |Juneau, 1983 Pp. 
ended June 30, F3-623290 
- 84- 

DIVISION OF LEGISLATIVE AUDIT. A report on the 
Fish and Game Fund for the fiscal year ended June 30, 
1982, [Juneau, 1983] 27 p. 


DIVISION OF LEGISLATIVE AUDIT. A special report 
on the Alaska Judicial Council for the fiscal year 
ended June 30, 1982, [Juneau, 1983] ad 

3-623288 
- 86 - 

DIVISION OF LEGISLATIVE AUDIT. A special report 
on the Department of Administration, Division of 
Equal Employment Opportunity, April 29, 1983, 
[Juneau, 1983] 35 p._ ill. 

DIVISION OF LEGISLATIVE AUDIT, A special report 
on the Department of Community and Regional Affairs, 
Rural Development Council, April 22, 1983, (Juneau, 
1983} 13 p. 

DIVISION OF LEGISLATIVE AUDIT. A special report 
on the Department of Health and Social Services, Divi- 
sion of Family and Youth Services, Foster Parent 
Program, May 17, 1983, [Juneau, 1983] 76 p. 

ill. 83-623289 

DIVISION OF LEGISLATIVE AUDIT. A special report 
on the Department of Transportation and Public Facil- 
ities, M/V Columbia engine modifications, April 20, 
1983, [Juneau, 1983] 13p. 


sis 
DIVISION OF MINERALS AND ENERGY MANAGEMENT. 
Alaska coal mined land inventory [by Donald F, Hark- 


er, Jr.| Franfort, Ky., Flangraphics, Inc. | 1983] 
On cover: DOWL Engineers. 83-623280 


ofits 

DIVISION OF OCCUPATIONAL LICENSING. Directory 
of registered contractors, general and specialty con- 
tractors, valid for period ending December 31, 1983, 
[Juneau] 1983, 415 p. 

92 - 

DIVISION OF PIONEERS' BENEFITS. Alaska Pioneers 
Homes: information & regulations, [Juneau, 1983] 
24 p. 

DIVISION OF POLICY DEVELOPMENT AND PLANNING, 
An evaluation of the economic and social impacts of 
the State second Beaufort Sea oil and gas lease sale, 
prepared by Peter T. Hanley, Stewart H, Parker, 
and David M, Reaume. [Juneau] 1981, 
ii, 15, A9, B17, C8, D401, 

On cover: Dames & Moore, 

DIVISION OF PUBLIC HEALTH, Health Education Of- 
fice. School health education: a manual for making 
it happen, written by Susan Dekray, Il. by M. 
Mattson, Developed by the School Health Education 
Coalition, Dept, of Health and Social Services. 
[Juneau, n. d.] 64p, ill. 

Cover title: School health... making it happen in 
your district, 


83-623301 


+ 

FISHERIES POLICY TASK FORCE, Report and recom- 
mendations, compiled by Bill Hall [and] Julie Hickey, 
Juneau, 1983, iii, 200, 2 p, 

Cover title: Fisheries Policy Task Force report to 
Governor Bill Sheffield. 83-623285 

GOVERNOR'S COUNCIL FOR THE HANDICAPPED AND 
GIFTED. 1983 priorities for gifted and talented stu- 
dents in Alaskan schools, for people with disabilities 
and their families, Fairbanks [1983] iii, 241. ill, 

HISTORICAL COMMISSION. The Episcopal Church in 
Alaska: the Venerable Hudson Stuck, Archdeacon of 
the Yukon, 1904-1920; a calendar of correspondence 
of Hudson Stuck from the archives of the Episcopal 
Church [by] Norma R, Schmidt, [Juneau] 1983, 

66 1, 83-623333 

HISTORICAL COMMISSION, Studies in history, 
[Anchorage] 

«tite 
28. In search of gold: the Alaska journals of Horace 
S. Conger, 1898-1899 [by] Carolyn Jean Holeski 
and Marlene Conger Holeski. [c1983}] 
xxxii, 313 p. ill. 
Issued by the Alaska Geographical Society. 
83- 10036 
- 99- 

HISTORICAL LIBRARY, Juneau. A guide to the Leslie 
Melvin Collection of Alaskan photographs, 1928-1941 
{in the Alaska Historical Library] compiled by Molly 
Lee. Juneau, 1983. v, 43p. ill. 83-623308 

« 

LAND USE COUNCIL. Bristol Bay cooperative manage- 
ment plan: draft plansummary. [Anchorage, n.d. | 
unpaged. ill. 

Issued in cooperation with the U, S, Fish and 
Wildlife Service, 


5 
> 


ALASKA 


- 101- 

LAWS, STATUTES, ETC. Alaska statute Title 8, Chap- 
ter 1-3; Pharmacy statute AS 08.80; Pharmacy regu- 
lations 12 AAC 52; Controlled substances statute 
AS 17,30; Marijuana therapeutic research program 
statute AS 17,35, [Juneau] Board of Pharmacy, 
1982. 29, 15 p. 

- 102 - 

LAWS, STATUTES, ETC. Centralized licensing act, 
AS 08,01; miscellaneous provisions, AS 08.02; ter- 
mination, continuation, and reestablishment of regu- 
latory boards, AS 08,03. (Juneau, State Medical 
Board, 1982] 32 p. 

Cover title: Centralized licensing statutes, AS 
08,01-,03; State Medical Board statues [sic] AS 
08.64; State Medical Board regulations, 12 AAC 40, 

- 103 - 

LAWS, STATUTES, ETC. Centralized licensing act, 
AS 08,01; miscellaneous provisions, AS 08,02; ter- 
mination, continuation, and reestablishment of regu- 
latory boards, AS 08.03 [vocational regulations 
12 AAC 32, Board of Electrical Examiners. Juneau, 
Board of Electrical Examiners, 1982] 22 p. 

Cover title: Alaska statutes, Title 8, Chapter 1-3, 
Board of Electrical Examiners statutes and regula- 
tions, 

- 104- 

LAWS, STATUTES, ETC. Centralized licensing sta- 
tute, AS 08,01; miscellaneous provisions, AS 08,02; 
reestablishment of regulatory boards, AS 08.03; 
nursing statutes chapter, AS 08.68; nursing regula- 
tions, 12 AAC 44; Board position statements. 
Juneau, Board of Nursing, 1981. 55 p. 

- 105 - 

LAWS, STATUTES, ETC. Human rights law, regula- 
tions, complaint processing procedures, [Juneau] 
State Commission for Human Rights, 1983. 5lp. 

108 83-623360 


LEGISLATIVE AFFAIRS AGENCY. Alaska directory 

of State officials, [Juneau] 1983, 86 p. 
- 107 - 

LEGISLATIVE AFFAIRS AGENCY. Summary of Alaska 
legislation, thirteenth Legislature, first session; 
semifinal summary. [Juneau] 1983, 29p. 

83-623370 
- 108 - 


LEGISLATIVE AFFAIRS AGENCY. Division of Public 
Services. Legislative Teleconference Network. 
Publicizing your teleconference. [Juneau] 1982. 


271. 
. - 109 - 


[LEGISLATURE] The Alaska telecommunication sys- 
tem, presented by Robert P. Merritt. [Juneau] 
1980. 23p. ill. 


- 110- 

House of Representatives. Research 
Agency. Telecommunications report [by; Glenn M. 
Stanley. [Juneau] 1980, ii, 40 p. 

Issued in cooperation with the University of Alaska, 
- lll- 

OFFICE OF THE GOVERNOR. Alaska railroad trans- 
fer report, prepared by the U. S, Dept. of Transpor- 
tation and the State of Alaska, [Juneau] 1983, 
various pagings. 83-623306 


LEGISLATURE. 


- 112- 

RURAL DEVELOPMENT COUNCIL. Distribution of 
economic benefits of rural capital construction fund- 
ing, by Richard Rainery. [Anchorage] 1982. 

65 p. + ill. 83-623287 
- 113 - 
SPORT FISH DIVISION. Learn to identify southeastern's 


salmon, trout, and char [by Mike Bethers. Juneau, 
n.d.] 15p. ill. 
- 114- 
STATE MEDICAL BOARD, State of Alaska medical 
roster, [Juneau] 1983, 46, 1p. 83-623292 
- 115 - 
STATE MUSEUM, Juneau, Grants-in-aid. ([Juneau, 
9p. 
- 116 - 


STATE MUSEUM, Juneau. Alaska Multi-Media Educa- 
tion Program. The mystery of the caribou. |Juneau, 
n. unpaged, ill. 


- 117 - 
STATE PUBLICATIONS DISTRIBUTION AND DATA 
ACCESS CENTER. It's the law. [Juneau, 1983, 
3] p. 


- 118 - 

TASK FORCE ON HOUSING. A report on housing financ- 
ing and related issues, phase 1, for Governor William 
Sheffield, December 1982-January 1983, 

(Juneau, 1983] 2, ii, 251. 


UNIVERSITY OF ALASKA. Office of Institutional Plan- 
ning. UofAtoday, [Fairbanks] 


- 119 - 
v. 4, no. 5. Libraries. 1981/82. 
Research report 83-5) 
Includes Fall 1983. 
On cover: University of Alaska Statewide Sys- 
tem of Higher Education. 


ii, 161. (Its 


UNIVERSITY OF ALASKA, Anchorage. 
Social and Economic Research. 
[Anchorage] 


Institute of 
ISER report series, 


- 120- 

52. Analyzing economic impact in Alaska, by Scott 
Goldsmith, [1981] 2 sheets 10.5 x 15cm, 
(microfiche) ill. 

- 121- 
UNIVERSITY OF ALASKA, Fairbanks, Alaska Sea 


Grant College Program: project directory, 1982-83, 
[Fairbanks,n.d.] 20p. ill. 


UNIVERSITY OF ALASKA, Fairbanks. 


Cooperative Ex- 
tension Service, A, [Fairbanks] 


- 122 - 
343, Home laying flock [by Jerry Purser] Rev. 
1983. [3]p. (Its Alaska lifestyle) 


- 123 - 

UNIVERSITY OF ALASKA, Fairbanks. Cooperative Ex- 
tension Service, Alaska fresh: a listing cf farm pro- 
ducts from Alaska's southcentral area and where to 
purchase them, Matanuska-Susitna CED District. 
1983, [Palmer] 6p. ill. annual, 


- 124- 

UNIVERSITY OF ALASKA, Fairbanks, Cooperative Ex- 
tension Service. Family community leadership: 
Alaska, Colorado, Hawaii, New Mexico, Oregon, 
Washington, [Fairbanks] 


Communication power, by Martha A, Snider, 1982. 

model (SMCR), by Glenn Klein, 1983, 

leadership effectiveness. 1983, 

me. make a presentation, prepared by Martha A, 
Snider, 1982, [3]p. ill. 


How to manage a public meeting. [n.d. 2] p. 
Leadership in community groups, by Glenn Klein. 
1983, p. 
Leadership-it's your decision, 1983, [3] p. 
ill. 
Lobby? You? [n.d. 4]p. 
A reprint. 
Planning checklist for public meetings [by Elizabeth 
Moore, n.d. 2] p. 
A reprint, 
Planning programs on controversial issues [by Eliza- 
beth Moore, n.d. 2] p. 
A reprint. 
Public problem analysis techniques, by Inge C, 
McNeese, [n.d. 3]1. 


Selection of campaign tactics, prepared by Martha 
Snider, 1982. |4]p. 
Teaching and training volunteers, prepared by Martha 
A, Snider, 1982. [4]p. ill. 
- 125 - 

UNIVERSITY OF ALASKA, Fairbanks. Cooperative Ex- 
tension Service. The less known but tasty vegetables: 
sugar snap peas, kohlrabi, spaghetti squash. ([Fair- 
banks, n.d. 4]p. ill. 

- 126 - 

UNIVERSITY OF ALASKA, Fairbanks, Cooperative Ex- 

tension Service. Well seasoned, AKA color me love- 


ly. |Fairbanks,n,d. 9] 1. 
UNIVERSITY OF ALASKA, Fairbanks, Institute of 
Water Resources, Bulletin, Fairbanks, 
- 127 - 
v. 2, Hydroelectric power in twentieth century Alas- 
ka: Anchorage, Juneau, Ketchikan, and Sitka, by 
John Whitehead, [1983] vi, 158p. ill. 
$8.00, plus $1,75 postage and handling. 
83-623543 


ARIZONA 


- 128 - 

DEPT. OF ADMINISTRATION, Finance Division. 
Facilities Planning and Construction Section, 
Inventory of State-owned buildings, 1981/82, 
[Phoenix] 1301. 


- 219 - 
DEPT, OF ECONOMIC SECURITY. Annual planning 


information, Arizona, 1982/83, [Phoenix] 
641, (Its Labor market information publication) 
82-640185 


= 
DEPT, OF ECONOMIC SECURITY. Arizona occupa- 
tional profiles: manufacturing. [Phoenix] 1982. 
57p. ill. (Its Labor market information publica- 
tion) 
Issued in cooperation with the U. S, Bureau of 
Labor Statistics. 83 -623378 


- 131- 
DEPT, OF TRANSPORTATION, Arizona traffic acci- 
dent summary, 1982, [Phoenix] 56p. ill. 
78-640943 


DEPT. OF WATER RESOURCES, Phoenix, 


Bulletin. 
- 132 - 

1, Geohydrology and water use in southern Apache 
County, Arizona, by Larry J, Mann and E, A, 
Nemecek, Prepared [in cooperation with] the 
U. S. Geological Survey. 1983. VI, 86p. ill. 

Issued with 5 geologic maps. 83-623376 
- 133 - 

. Appraisal of water resources in the Upper Verde 
River area, Yavapai and Coconino Counties, Ari- 
zona, by Sandra J. Owen-Joyce and C. K. Bell. 
Prepared [in cooperation with] the U. S. Geologi- 
cal Society. 1983. X, 219p. ill. 


Issued with 3 geologic maps. 83-623377 


DEPT, OF WATER RESOURCES, 
series report. Phoenix. 


- 134- 

10. Maps showing groundwater conditions in the 
Hassayampa sub-basin of the Phoenix active 
management area, Maricopa and Yavapai Coun- 
ties, Arizona--1982, by M. R, Long. Prepared 
in cooperation with the U, S, Geological Survey. 
1983, 3 maps on sheets 99 x 54cm, 

Issued in envelope. 


- 135 - 

DIVISION OF MILITARY AFFAIRS, Annual report, 
1982/83, [Phoenix] 4p. 

Report year ends June 30, 


- 136 - 
FRUIT AND VEGETABLE STANDARDIZATION SERV- 
ICE. Annual report, Arizona fruits and vegetables; 
crop year. 1982/83. [Phoenix] 171. 


- 137 - 

FRUIT AND VEGETABLE STANDARDIZATION [SERV- 
ICE] Fall vegetable & melon acreage for eastern, 
central, and westera Arizona - 1983, Phoenix, 
1983, [1)}1. 


Hydrologic map 


79-642720 


- 138 - 
LAWS, STATUTES, ETC. State of Arizona statutes 
and rules, [Phoenix] Registrar of Contractors, 
1983, iv, 60 p. 83-623359 


- 139 - 

OFFICE OF HEALTH EDUCATION. A report on the 
behavioral risk factor survey, Arizona, 1982 [by 
Tracy Kirkman-Liff and Christine P, Liverato] 
Phoenix [n, d.] 40, A6, B17 p, 


- 140- 


STATE PARKS BOARD. Annual financial report. 
1982/83, [Phoenix] 401. 


ARIZONA 


- 141- 
SUPREME COURT. Report of cases argued and deter- 
mined in the Supreme Court and the Court of Appeals 
of the State of Arizona, Vol, 135; 1981/83. 
St, Paul, West Publishing Co, XCIV, 618, 70p. 
Title on spine: Arizona reports; court rules. 
74-644473 


UNIVERSITY OF ARIZONA, Tucson, Center for Crea- 


tive Photography. The archive, research series. 
Tucson 


$25.00 a year, U. S.; $35.00 a year, foreign; 
available from: Subscriptions, Center for Creative 
Photography, University of Arizona, 843 E. Uni- 
versity Blvd., Tucson, AZ 85719. 

- 142 - 

19, Marion Palfi [by Elizabeth Lindquist-Cock, 

Sharon Denton, and Terence R, Pitts! 1983. 

39p. ill. 83-623541 


ARKANSAS 


AGRICULTURAL EXPERIMENT STATION, Fayetteville. 
Mimeograph series, |[Fayetteville| 
- 143 - 
309. Field evaluation of postemergence herbicides 
in tree fruits, 1982 |by Roy C, Rom, Gene Arring- 
ton, and George Motichek] 1983, 221. 
ARCHEOLOGICAL SURVEY. Research series. 
etteville] 


[Fay- 


- 144- 
19, Powell Canal: Baytown period occupation on 
Bayou Macon in southeast Arkansas, by John H, 
House. 1982, xii, 107 p. ill. 


$10.00, 82-073860 


- 145 - 

20. The Mangrum site: mitigation through excavation 
and preservation, by Timothy C, Klinger, with con- 
tributions by Vaughn Bryant [and others} 1982, 
xiii, 264p. ill. 

$20.00, 82-073842 


- 146 - 

ARKANSAS TECH UNIVERSITY, Russellville. per. 
of History. Occasional papers. Vol. 6; Fa 3. 
Edited 2 B.B. McCool. Russellville. iv, 461. 

- 147 - 
ARTS COUNCIL. Arkansas artistis in education: guide- 


lines and program informution, [Little Rock, n. d.] 
20p. ill. 


- 148 - 
CRIME INFORMATION CENTER. Research and Statis- 
tics Division, Rapein Arkansas, 1982, Little 
k. i, 2p. ill. 81-644286 


- 149 - 

DEPT. OF EDUCATION. General Education [Division] 
Arkansas textbooks and related materials, grades 
1-6, 1983-84, Little Rock vi, 182 p. 

Issued in cooperation with the Division of Instruc- 
tiona] Services and the Division of Instructional Ma- 
terials, Dept. of Education. 

Cover title: Textbooks & related materials for the 
State of Arkansas, grades 1-6, 1983-84, 


« 

DEPT. OF EDUCATION. General Education [Division] 
Arkansas textbooks and related materials, grades 
7-12, 1983-84, Little Rock [1983] vii, 210 p. 

Issued in cooperation with the Division of nstruc- 
tional Services and the Division of Instructional Ma- 
terials, Dept. of Education. 

- 151- 

DEPT. OF HUMAN SERVICES. Developmental Disabil- 
ities Services, Administrative Services Division. 
Personnel manual. [Rev, Littie Rock, 1983] 
various pagings. 


= 

DEPT. OF POLLUTION CONTROL AND ECOLOGY. 
Construction Grants Branch. Responsiveness sum- 
mary - FY 184 construction grants priority system 
and list, [Little Rock] 1983, 31. 

- 153 - 

EMPLOYMENT SECURITY DIVISION. Research and 
Analysis Section, Labor force statistics, annual 
averages, te and areas, 1975-1982: a handbook of 
historical labor force data, Little Rock, 1983, 

vi, 43p. il. 
Cover title: Arkansas labor force statistics; annual 
averages, 1975-1982. 83-623392 
- 154- 

EMPLOYMENT SECURITY DIVISION. Research and 
Analysis Section, Labor force statistics, annual 
averages, State and areas; a handbook of historical 
labor force data, Aug. 1983, Little Rock. 

vi, 43p. ill. 
Cover title: Arkansas labor force statistics: 
annual averages. 


- 155 - 
GAME AND FISH COMMISSION. Deer management 
plan; draft, [Little Rock] 1982. unpaged. 
- 156 - 
GEOLOGICAL COMMISSION, List of publications, 
Little Rock, 1983. 16p. ill. 


GEOLOGICAL COMMISSION, Miscellaneous publication, 

Little Rock, 

- 157 - 

18, Contributions to the geology of Arkansas I, 
Edited by John David McFarland, DI, 1982, 

90 p. ill. 83-623393 
- 158 - 
19, Arkansas rock and mineral collecting localities, 
by J. Michael Howard. |[n.d. 8]p. ill. 
GEOLOGICAL COMMISSION. Water resources circu- 
lar. Little Rock, 
- 159 - 

13, Alluvial aquifer of the Cache and St, Francis 
River Basins, northeastern Arkansas, by M, E, 
Broom and F, P, Lyford, Prepared in coopera- 
tion with the U. S, Geological Survey. 1982, 

VO, 48p.+ ill. 
A reprint. 
HENDERSON STATE UNIVERSITY, Arkadelphia, 
Financial statement for the year ended June 
[Arkadelphia, 1983] 131 p. 
Cover title: Financial report, 1982-83. 
- 161- 
HIGHWAY SAFETY PROGRAM. How many of these 

fairy tales have you told? [Little Rock, n. d.] 

folder. 


» 1983, 


- 162 - 
HIGHWAY SAFETY PROGRAM. Myths & facts about 
child care safety. [Little Rock, n. folder. 

Issued in cooperation with the National Highway 
Traffic Safety Administration. 


- 163 - 

INDUSTRIAL DEVELOPMENT COMMISSION. Energy 
Office. Is resource recovery for you? Efficient 
Collection techniques and feasibility screening of 
resource recovery |by Ed Davis. Little Rock, 1983] 
32 p. ill. 

- 164 - 

INDUSTRIAL DEVELOPMENT COMMISSION. Energy 
Office, Solar homes for Arkansas: a plan book of 
energy efficient designs with performance analysis, 
prepared by Southern Solar Energy Center, Atlanta, 
Little Rock [n. d.] 25p. ill. 

- 165 - 

NATURAL HERITAGE COMMISSION. 
ra] Area self-guided nature trail. 
n.d.] folder. ill. 


Byrd Lake Natu- 
[Little Rock, 


- 166 - 

OFFICE OF ALCOHOL AND DRUG ABUSE PREVEN- 
TION. Biennial report, 1981/83, [Little Rock] 
30p. ill. 

baud in cooperation with the Alcohol and Drug 
Abuse Authority. 
- 167 - 

SOIL AND WATER CONSERVATION COMMISSION, 
Agricultural water use study. [Little Rock] 1983, 
ii, 431. ill. 

Issued in cooperation with the U. S, Soil Conser- 
vation Service, Economic Research Service. 
Study prepared as a part of the Arkansas statewide 
cooperative river basin study. 
Cover title: Arkansas agricultural water study: 
Arkansas statewide study, phase 5. 
- 168 - 

SOIL AND WATER CONSERVATION COMMISSION, 
Rules for surface water diversion registration and 
allocation in the State of Arkansas. [Little Rock] 
1983, 19p. 


- 169 - 

STATE BOARD OF COLLECTION AGENCIES. Licensed 

collection agencies, Jacksonville, 1983, [5] p. 
- 170- 

STATE LIBRARY, Little Rock, Arkansas State Library 
serving citizens, libraries, and State government, 
[Little Rock, n. d.] folder. 

- 171- 

STATE SPINAL CORD COMMISSION. Biennial report. 

1981/83, [Little Rock] 101, 
Report period ends June 30. 


- 172 - 


UNIVERSITY OF ARKANSAS AT LITTLE ROCK. Coo 
erative Extension Service. Freezing vegetables Ty] 


Marjorie M, Phillips. [Little Rock, n.d.|] 4p. 
ill. (Its Extension home economics: food--nutrition) 
- 173 - 
UNIVERSITY OF ARKANSAS AT LITTLE ROCK, 
Industrial Research and Extension Center, Annual 
report, i 


(Little Rock] v, p. ill. 
57-63755 


- 174- 

UNIVERSITY OF ARKANSAS AT LITTLE ROCK. 
Industrial Research and Extension Center, Taxa- 
tion and economic development--a comparison, 
Arkansas and selected States, by Frank H, Trout- 
man, assisted by Neva Wayman, Little Rock, 1983, 
ix, 91p. ill. 83-623279 


- 175 - 
UNIVERSITY OF ARKANSAS AT LITTLE ROCK, 
Local Government Institute. School property taxa- 
tion in Arkansas [by] Jim Lynch. [Little Rock] 
1982, ii, 57 p. 83-623394 


CALIFORNIA 


AGRICULTURAL EXPERIMENT STATION, Berkeley, 

Hilgardia, [Berkeley] 

- 176 - 

v. 50, no, 6, Field measurement and modeling of 
cowpea water use and yield under stressed and 
well-watered growth conditions [by] Peter Shouse 
[and others} 1982, 25p. ill. 


- 177- 

v. 50, no. 7. Effects of sludge application on the 
Cd, Pb and Zn levels of selected vegetable plants 
[by] A. C, Chang [and others] 1982, 14p. iu. 

- 178 

v. 50, no, 8, Laboratory studies on the biology of 
Orgilus jenniae (Hymenoptera: braconidae), a 
parasitoid of the potato tuberworm, Phthorimaea 
operculella (Lepidoptera: gelechiidae) [by] Robert 
V. Flanders and Earl R, Oatman, 1982, 33 p. 
ill. 

- 179 - 

v. 51, no, 1, Annual grassland ecosystem model 
[by] Dennis F, Pendleton [and others] 1983, 
44p. ill. 

- 180 - 

v. 51, no, 2, Coriander feathery red-vein virus, a 
propagative plant rhabdovirus, and its transmis- 
sion by the aphid Hyadaphis foeniculi Passerini 
[by] S, M, Misari and E, S, Sylvester, 1983, 
38 p. ill. 


- 181- 

ASSESSMENT STANDARDS DIVISION. Assessment 
practices survey and assessor's response, Alpine 
County, 1983, [Sacramento, 1983] iv, 28 p. 

Cover title: Assessment,..Alpine County, 1983: 
a supplemental survey conducted under the direction 
of Section 15642 of the Government code. 
76-622984 


- 182 - 

BOARD OF BEHAVIORAL SCIENCE EXAMINERS, 
Marriage, family and child counselor program 
licensing information, Sacramento, 1983, 

[2] p. 
- 183 - 


BOARD OF MEDICAL QUALITY ASSURANCE, Annual 
report, 1982, [Sacramento] 65p. ill. 


- 184 - 

BUREAU OF CRIMINAL STATISTICS AND SPECIAL 
SERVICES. Crime and delinquency in California, 
1982, [Sacramento] 126p. ill. annual, 

67-63443 


- 185 - 
CALIFORNIA COMMUNITY COLLEGES. Board of 
Governors. Student attendance accounting manual. 
ev. ramento, 1983] various pagings. 
(loose-leaf) 
Available from: Dept. of General Services, Publi- 
cation Section, P. O. Box 1015, North Highlands, CA 
95660. 186 


CENTER FOR HEALTH STATISTICS. California life 
expectancy: abridged life tables for California and 
Los Angeles County, 1979-81, prepared by Anthony 
Oreglia, [Sacramento] 1983. 43 p. Gs Data ws 
ters topical reports report register no. 83-01031 

83-623298 

CENTER FOR HEALTH STATISTICS. Diabetes among 
California Hispanics, 1979-80, prepared by Sheila 
Dumbauld. [Sacramento] 1983. unpaged. (Its 
Data matters topical reports register no, 83-05079) 

83-623299 

CENTER FOR HEALTH STATISTICS. Physician visits, 
California adults, 1979 [by] Sheila Dumbauld. [Sacra- 
mento] 1983. 45p. ill. 83-623302 


- 189 - 

CROP AND LIVESTOCK REPORTING SERVICE. 
California dairy industry statistics: manufactured 
dairy products, milk production, utilization and 
prices. 39th; 1982, [Sacramento] 63 p, 
annual, 65-63180 


- 190 - 

DEPT. OF BOATING AND WATERWAYS. Northern 
area, Oregon border to Bodega Bay: coastal and 
inland waterways: a guide to California boating 
facilities. (Sacramento, n.d.|] 24p. ill. 


- 191- 
DEPT, OF FAIR EMPLOYMENT AND HOUSING. 


Fair housing: a guide for local governments, 
mento] 1982, 17 p. 


Issued in cooperation with the Fair Employment 
and Housing Commission, 


[Sacra- 


- 192 - 
DEPT. OF FISH AND GAME. California hunting regu- 
lations, 1983. Sacramento, 2v. annual. 


Contents,—pt. 2. Resident and migratory game 
birds other than waterfowl.—pt. 3. Waterfowl. 
55-30196 


- 193 - 

DEPT. OF FISH AND GAME. Oil spill contingency 
plan [by Ecology and Environment, Inc, Rev. 
Sacramento] 1983, various pagings. ill. 

Issued in cooperation with the State Interagency 
Oil Spill Committee. 


DEPT. OF FORESTRY. California forestry notes, 
Sacramento, 


- 194- 


88, Horse logging at Latour [by] Dave McNamara, 
1983, i 


10p. ill. 


10 


- 195 - 

DEPT. OF MOTOR VEHICLES. Research and Develop- 
ment Office, An abstract of Intervention strategies 
for accident-involved drivers: an experimental evalu- 
ation of current California policy and alternatives, 
by Clifford J. Helander, [Sacramento] 1983, 

iii, 17p. ill. 
CAL-DMV-RSS-83-85, 


« 
DEPT. OF MOTOR VEHICLES. Research ad Develop- 
ment Office. Intervention strategies for accident- 
involved drivers: an experimental] evaluation of cur- 
rent California policy and alternatives, by Clifford 
J. Helander. [Sacramento] 1983, vi, 56p. ill. 
CAL-DMV-RSS-83-85, 


- 197 - 

DEPT. OF MOTOR VEHICLES. Research and Develop- 
ment Office, The traffic safety impact of Califcrnia's 
new drunk driving law (AB 541): an evaluation of the 
first nine months of experience, by Raymond C, Peck, 
[Sacramento] 1983, iv, 25p. ill. 

CAL-DMV-RSS-83-87, 


83-623353 


- 198- 
DEPT. OF SOCIAL SERVICES. 
catalog. [Sacramento! 1983, 


1983 county forms 
52 p. 


- 199 - 

DEPT. OF THE CALIFORNIA HIGHWAY PATROL. 
School bus driver's and carrier's handbook. Rev. 
[Sacramento] 1983. various pagings. ill. 

On cover: HPH 82.7. 
$1.00, plus sales tax for California residents. 


- 200 - 

DEPT, OF THE YOUTH AUTHORITY. Information 
Management Division, |Data Analysis and] Infor- 
mation Systems Bureau. Population movement 


summary. 1982/83, [Sacramento] unpaged, 
ill. 


Report year ends June 30, 


74-645622 


- 201 - 
DEPT. OF TRANSPORTATION. 1983 report on fuel 
tax transfers to the Off-Highway Vehicle Fund: a 
joint report to the Legislature. |Prepared in coop- 


eration with] Dept, of Parks and Recreation, [Sacra- 
mento] 1983, 61, 


- 202 - 

DEPT. OF TRANSPORTATION. State highway pro- 
gram financial statements & statistical reports. 
1981/82, [Sacramento] 52 p. 

Report year ends June 30, 


DEPT. OF WATER RESOURCES, 


Bulletin, 
mento} 


[Sacra- 


- 203 - 

49-F. Kaweah River flows, diversions, and storage. 
1975/80. [By William A. Mancebo, with assis- 
tance from Kenneth W. Winden and others] 

xvi, 322 p. 


Report period ends Sept. 30. 77-644164 


- 204 - 

69-82, California high water, 15th; 1981/82, [By 
William A, Arvola, Bill E. Clark, and William 
J. Helms, assisted by William B, Hansell and 
Mille Simmons] viii, 65p. ill. 

Report year ends Sept. 30. 

Issued by its Division of Flood Management, 
$3.00, plus 6 percent sales tax for California 
residents; available from: Dept, of Water Resour- 

ces, P, O, Box 388, Sacramento, CA 95802, 
65-63675 


- 205 - 

132-82. The California State water project, Appen- 
dix A, Annual financial report, 1981, [By 
Joyce Bingsnheimer, assisted by Robert W. Hicks 
and others] v, 66 p. 63-63770 


- 206 - 

DEPT, OF WATER RESOURCES, Interagency ecologi- 
cal study program for the Sacramento-San Joaquin 
estuary; technical report, [Sacramento] 

Issued in cooperation with the Dept, of Fish and 
Game, U. S, Bureau of Reclamation, and U, S, 
Fish and Wildlife Service, 


- 207 - 

7. Effects of freshwater outflow on San Francisco 
Bay biological resources, by Perry L, Herrgesell, 
Raymond G, Schaffter, and Caryla J, Uarsen, 
1983. v, 86p. ill. 


DO/SFB/BIO-4ATR/83-7, 83-623375 


- 208 - 

DEPT. OF WATER RESOURCES, Division of Planning, 
Rating watershed health or condition: literature re- 
view |by Kenneth M, Turner and MaryAnn Jones, 
Sacramento] 1983, iv, 4, 8, 14, 10, 1lp. 


- 209 - 

DEPT. OF WATER RESOURCES. Northern District, 
Land use change in the Sacramento River riparian 
zone, Redding to Colusa: a second update - 1977 to 
1982 |by Robert R. McGill, Sacramento] 1983, 

vi, 28p. ill. 83-623354 


- 210 - 

DEPT. OF WATER RESOURCES. San Joaquin District. 
San Joaquin Valley: time of day sprinkler irrigation 
study [by Karen McNeill, with assistance from 
Norman A. MacGillivray and others. Fresno} 1983. 
xi, 54p. ill. (Its District report) 


- 211- 

DEPT. OF WATER RESOURCES. Southern District, 
Watermaster service in the West Coast Basin, Los 
Angeles County, 1982/83. [By Rudy Angerbauer, 
assisted by Raymond D, Woo and others] Los 
Angeles. 85p. ill. annual, 

Report year ends June 30, 

$3.00, plus sales tax for California residents; 
available from: Dept, of Water Resources, P, O, 
Box 6598, Los Angeles, CA 90055, 80-642439 


CALIFORNIA 


DIVISION OF MINES AND GEOLOGY. Regional geolo- 
gic map series, [Sacramento] 
- 212 - 
2A, Geclogic map of the Santa Rosa quadrangle, com- 
piled by D, L, Wagner, E, J, Bortugno [and Fred- 
eric R, Kelley] 1982, 5 col. maps on sheets 
81 x 107 cm, and smaller. 
Issued in envelope with booklet titled: Thermal 
springs and wells and radiometric ages of rocks 
in the Santa Rosa quadrangle, California, 1979- 
1981, by Frederic R, Kelley. 
- 213 - 
DIVISION OF OIL AND GAS, Annual report of the 
State oil & gas supervisor, 68th; 1982. Sacra- 
mento, iii, 1445p. ill. 76-642273 


DIVISION OF OIL AND GAS, 
mento, 


Publication, Sacra- 


-214- 

TR31, Land use planning in urban oil-producing 
areas: proceedings of the workshop held on 
February 25, 1982 in Huntington Beach, Cali- 
fornia, 1983, xi, 43p. ill. 

Issued in cooperation with the city of Huntington 
Beach, Dept, of Development Services, Planning 
Division, 


- 318 - 

ENERGY [RESOURCES CONSERVATION AND DEVEL- 
OPMENT] COMMISSION. Office of Policy and Pro- 
gram Evaluation, Innovative regulatory incentives 
for improving power plant planning and performance, 


prepared by Burnet D, Brown [and others] Sacra- 
mento, 1983. v, 58p. 
On cover: Staff report. 


- 216 - 


LAWS, STATUTES, ETC. 1982 supplement to Educa- 
tion code (to be used with 1981 code edition), com- 
piled by Bion M, Gregory. North Highlands, Dept. 
of General Services, Documents and Publications 
Section [n. d.] 311 p. 


- 217 - 

LAWS, STATUTES, ETC. California estate tax and 
gneration skipping transfer tax laws: Parts 8 and 9,5 
of Division 2, Revenue and taxation code, ([Sacra- 
mento, Office of] State Controller, 1982, 36 p. 


- 218 - 
LAWS, STATUTES, ETC. Franchise Tax Board laws. 
[Sacramento] 1982. 884, 61, 520, 24, 81 p. 
At head of title: State of California. 


- 219 - 

LAWS, STATUTES, ETC. Government code; govern- 
ment of the State, 1982 suppl. Compiled by Bion 
M, Gregory. North Highlands, Dept, of General 
Services, Documents and Publications Section, 

334 p. 4717-32424 


220 - 
LAWS, STATUTES, ETC. Health and safety code, 
1982 suppl. Compiled by Bion M, Gregory. 
North Highlands, Dept. of General Services, Docu- 
ments and Publications Section, 429 p. 
40-28749 
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- 221- 
LAWS, STATUTES, ETC. Insurance code. 
1982 suppl. Compiled by Bion M, Gregory. 
North Highlands, Dept, of Genera! Services, 
Documents and Publications Section, 100 p. 
biennial. 36027926 
~ 222 - 

LAWS, STATUTES, ETC. Laws relating to cannery 
inspection: excerpt from the California health and 
safety code, Sacramento, Dept. of Health Services 
In. 10p. 


LAWS, STATUTES, ETC. "Die relating to nursing 
education licensure—practice with rules and regula- 
tions, [Sacramento] Board of Reyistered Nursing, 
1983. LXV, 96 p. 

Includes amendments through 1982; rules and regu- 
lations includes amendments through December 31, 
1982, 83-623361 

224 - 

LAWS, STATUTES, ETC. Real estate law, regulations 
of the rea] estate commissioner, Subdivision map 
act, Administrative procedure act, pertinent excerpts 
from the California codes, [Sacramento] Dept. of 
Real Estate [1983] XVI, 495 p. 

Cover title: Real estate law and regulations of the 
real estate commissioner with other pertinent ex- 
cerpts. 


- 225 - 

LAWS, STATUTES, ETC. Selected provisions of law 
relation to legislative activities, compiled by Bion 
M. Gregory. [Sacramento] Legislative Counsel 
[Bureau, 1982?] viii, 518 p. 


- 226 - 

LAWS, STATUTES, ETC. Unemployment insurance 
code, 1982 suppl. Compiled by Biou M, Gregory. 
North Highlands, Dept, of General Services, Docu- 
ments and Publications Section, 98 p. 

54-1179 


- 227 - 

LEGISLATURE. Assembly. Committee on Aging and 
Long-Term Care, Impact of Medi-Cal program re- 
ductions on the elderly and disabled: hearing tran- 
script—volume 3 of 4 [hearing held at] Los Angeles, 
California...[on]...March 18, 1983, (Sacramento, 
1983] various pagings. 

Cover title. 
On cover: No, 979. 
$10.70, plus 6 percent sales tax for California res- 
idents; available from: Assembly Publications Office, 
Box 90, State Capito!, Sacramento, CA 95814, 
83-623304 


228 - 

LEGISLATURE. Assembly. Committee on Aging and 
Long-Term Care, Impact of Medi-Cal program re- 
ductions on the elderly and disabled: hearing tran- 
script—volume 4 of 4 [hearing held at] Eureka, Cali- 
fornia,..|on] April 8, 1983, (Sacramento, 1983] 
various pagings. 

On cover: No, 981. 
$9.80, plus 6 percent sales tax for California res- 
idents; available from: Assembly Publications Office, 
Box 90, State Capitol, Sacramento, CA 95814, 
83-623355 


- 229 - 

LEGISLATURE. Assembly. Committee on Economic 
Development and Planning, Hearing record: enter- 
prise zones interim hearingjs, held at] San Diego, 
CA [on] July 14, 1981 [and] Oakland, CA [on] July 23, 
1981, and supplemental written testimony. Sacra- 
mento |n, d.| various pagings. 83-623303 

- 230 - 

LEGISLATURE. Assembly. Committee on Revenue 
and Taxation. Major tax legislation of 1983. 
[Sacramento] 1983. 4v. 

On vover, v. 4: 975. 

Vol. 4: $5.40, plus 6 p-rcent sales tax for Cali- 
fornia residents; availabe from: Assembly Publica- 
tions Office, Box 90, State Capitol, Sacramento, CA 
958 14. 

Contents.—v. 1. Description of tax and local 
goverment provisions of AB 28X (Robinson), Chap- 
ter 10 of 1983, first extraordinary session. —v. 2. 
Description of tax and local government finance pro- 
visions enacted in AB 223 (Vasconcellos), Chapter 
323 of 1983, the 1983-84 Budget trailer bill.—v. 3. 
Revenue provisions of the Education reform package, 
SB 813 (Hart), Chapter 498 of 1983.—v. 4. Federal 
conformity in the personal income tax, AB 36 (Hanni- 
gan), Chapter 488 of 1983 and SB 813 (Hart), Chap- 
ter 498 of 1983. 83-623492 


- 231 - 

LEGISLATURE. Assembly. Office of Research. 
Hearings and reports of committees of the California 
Legislature during the session: a listing. 
20th; 1981/82. [Sacramento] iv, 134 p. 

Report year ends Nov. 30. 

Issued in cooperation with the Committee on Poli- 
cy Research Management. 

On cover: No. 980. 

$7.50, plus 6 percent sales tax for California res- 
idents; available from: Assembly Publications Office, 
Box 90, State Capitol, Sacramento, CA 95814. 

- 232 - 

LEGISLATURE. Assembly. Rules Committee, 
Catalog [of] reports and transcripts that may be pur- 
chased from the Assembly Publications Office, 
Sacramento, 1983, 211. 

Caption title. 


- 233 - 
{[LEGISLATURE. Joint Legiclative Budget Committee] 
Legislative Analyst. Summary of legislative action 


on the budget bill, 1983-84 fiscal year, Sacramento, 
1983. vi, A43, 266p. ill. 
On cover: 83-10, 83-623305 


- 234 - 
OFFICE OF ADMINISTRATIVE HEARINGS. Report to 
the Governor and to the Legislature. [Sacramento] 


1983, 13 p. 83-623278 


~ 235 - 

OFFICE OF STATE CONTROLLER. Annual report of 
financial transactions concerning cities of California, 
72d; 1981/82, [Sacramento] XXII, 507p. ill. 

Report year ends June 30, 12-33164 
- 236 - 

OFFICE OF STATE CONTROLLER. Annual report of 
financial transactions, public retirement systems. 
14th; 1981, [Sacramento] iv, 238p. ill. 

Includes fiscal year 1981/82, 83-644682 


- 287 - 

STATE BAR OF CALIFORNIA. Committee on Continu- 
ing Education of the Bar, California automobile in- 
surance law guide; supplement [by] William R, Fried- 
rich [and] Raphael Cotkin, Peter Pursley, editor. 
Berkeley, 1983. xiv, 80 p. 

$17.00, plus $2.00 shipping and 


~ 238 - 
STATE BAR OF CALIFORNIA. Committee on Continu- 
ing Education of the Bar, California government 
tort liability practice; supplement [by] Arvo Van 


712-619669 


Alstyne, Christopher D, Dworin, editor, Berkeley, 
1983, xv, 134p. 
$18.00, plus shipping and handling 
79-54985 


STATE BAR OF CALIFORNIA, Committee on Continu- 
ing Education of the Bar, California practice book. 
Berkeley. 


- 239 - 

61, suppl. California uninsured motorist practice 
[by] Frank E, Preston. Christopher D, Dworin, 
editor, 1983, xiv, 108 p. 

° $19.00, plus shipping and handling. 
72-619679 


- 240 - 

STATE BAR OF CALIFORNIA, Committee on Continu- 
ing Education of the Bar, California real property 
sales transactions; supplement [by] C. Darrell Sooy, 
Christopher D, Dworin, editor. Berkeley, 1983, 
xiv, 108 p. 

$16.00, plus shipping and handling. 
- 241- 

STATE BAR OF CALIFORNIA, Committee on Continn- 
ing Education of the Bar, Discovery; supplement 
[by] James R, Jenner, Anne Harris, editor. 


81-65233 


Rev. ed. Berkeley, 1983. xiv, 43p. (Its Cali- 
fornia criminal law practice series) =F 
$20.00, plus shipping and handling. 75-620068 


242 - 

STATE BAR OF CALIFORNIA. Committee on Continu- 
ing Education of the Bar, Operating problems of Cali- 
fornia corporations; supplement [by] William D, Gould 
[and] Robert R, Burge. Donald R, Briggs, editor. 
Berkeley, 1983. xiv, 70 p. 

$15.00, plus shipping and handling. 


7177-79582 


243 - 

STATE BAR OF CALIFORNIA. Committee on Continu- 
ing Education of the Bar, Privileges for the trial 
and business lawyer |a two-hour discussion] Moder- 
ator: Michael J, Plishner; panelists: Samuel R. 
Miller [and] Peter N, Molligan, [Berkeley] 1983, 

2 cassettes, 21/2 x4 in. 


Program material, May/June 1983. 
{c1983] vii, 456 p. 


$45.00, plus $2.00 shipping and handling. 


Berkeley 


244 - 

STATE BAR OF CALIFORNIA. Committee on Continu- 
ing Education of the Bar, Real property exchanges; 
supplement [by] Danny C, Santucci, Christopher D, 
Dworin, editor, Berkeley, 1983, xiii, 52 p. 

$16.00, plus shipping and handling. 81-71805 


~ 245 - 

STATE BAR OF CALIFORNIA, Committee on Continu- 
ing Education of the Bar, Tax aspects of marital 
dissolutions: a basic guide for general practitioners; 
supplement [by] Bruce S, Glickfeld, Sharon L, Kerton 
[and] Robert W. Ridley. Christopher D, Dworin, 
editor. Berkeley, 1983, xiv, 59 p. 

$15.00, plus shipping and handling. 


79-51367 
- 246 - 


STATE BOARD OF EQUALIZATION. Statistical Re- 
search and Consulting Division. Taxable sales in 
California (sales and use tax); annual report, 
21st; 1981, Sacramento, 31 74-648335 


- 247 - 

STATE DEPT, OF EDUCATION. Annual report of 
audits of California local educational agencies: a 
report to the Joint Legislative Audit Committee. 
1981/82, Sacramento. iii, 23 p. 81-640737 


248 - 

STATE DEPT, OF EDUCATION. NDN: National Diffu- 
sion Network, California-based projects; sharing 
educational success, Sacramento, California State 
Facilitator Project, State Dept. of Education, 1983, 
folder. 


~ 249 - 

STATE DEPT, OF EDUCATION. Raising expectations: 
model graduation requirements, approved unanimous- 
ly by the California State Board of Education on 
June 10, 1983, Published for the State Board of 
Education, Sacramento, 1983, x, 84p,. 

$2.75, plus sales tax for California residents; 
available from: Publications Sales, State Dept, of 
Education, P, O, Box 271, Sacramento, CA 95802, 
83-623277 


- 250 - 

STATE DEPT. OF EDUCATION. Bureau of Publica- 
tions, CBEDS data users' guide data), ra- 
mento, 1983, iii, 10 p. 

Free in limited quantities; available from Publica- 
tions Sales, State Dept. of Education, P. O, Box 271, 
Sacramento, CA 95802, 


- 251 - 

STATE DEPT, OF EDUCATION. Bureau of Publica- 
tions, Course in carpentry: site work; workbook 
and tests, Prepared [in cooperation with] the 
Carpenters’ Statewide Joint Apprenticeship and 
Training Committee [and the] Carpentry Curriculum 
Revision Committee. [Rev. Sacramento, c1983] 
vi, 34p. ill. 

$3.50, plus sales tax for California residents; 
available from: Publications Sales, State Dept, of 
Education, P, O, Box 271, Sacramento, CA 95814, 


- 252 - 

STATE DEPT, OF EDUCATION, [Division of Financial 
Services] Local Assistance Bureau, Statistical 
supplement to A compilation of school district and 
county revenue limits, computed by county super- 
intendents of schools, pursuant to Assembly Bill 21, 
Chapter 326, and Senate Bill 1326, Chapter 327, 
statutes of 1982, 1982/83, Sacramento, iv, 16 p. 


ill, 80-644598 
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- 253 - 

STATE DEPT, OF EDUCATION. Office of Program 
Evaluation and Research, Evaluation report of con- 
solidated application programs: a report to the Cali- 
fornia Legislature as required by Education code 
section 52042, 1981/82, Sacramento. various 
pagings. ill. annual, 82-643378 


STATE LANDS COMMISSION. E(nvironmenta}| i{mpact] 
rfeport] Sacramento. 

254 - 

ND347, Proposed negative declaration: project title: 
mineral prospecting permit - Bodie Hills; project 
proponent: Homestake Mining Company; project 
location: portions of Sections 16 and 36, T.5N,, 
R,27 E, and a portion of Section 36, t.5 N., 

R,26 E., M.D.M., approximately 12 miles east 
of the town of Bridgeport, Mono County; project 
description: the project will involve the mapping 
of the geology, chip-sampling of rock outcrops, 
and the drilling of ten holes in a grid pattern, 
{1983} 6, 4,51. + ill. 

- 255 - 

STATE LIBRARY, Sacramento. Library Development 
Services [Bureau] Annual list of project publications. 
1983, Sacramento, 2p. 

UNIVERSITY OF CALIFORNIA. Publications in anthro- 
pology. Berkeley, University of California Press, 

- 256 - 

v. 13, Terra Amata and the Middle Pleistocene 
archaeological record of southern France, by 
Paola Villa, [c1983] xxiv, 303p. ill. 

83-1392 


- 257 - 

v. 15, Hatungolla: a view of Inca rule from the Lake 
Titicaca region, by Catherine J, Julien. [c1983] 
xviii, 286 p. + il. 83-3477 

UNIVERSITY OF CALIFORNIA, Publications in ento- 
mology. Berkeley, University of California Press, 


258 - 

99. Ecological studies of six endangered butterflies 
(Lepidoptera, Lycaenidae): island biogeography, 
patch dynamics, and the design of habitat pre- 
serves, by Richard A, Arnold. [1983] 
xii, 161p. ill. 

Based on Ph, D. dissertation, University of 
California, Berkeiey, 1980. 83-3566 


UNIVERSITY OF CALIFORNIA, Publications in linguis- 
tics. Berkeley, University of California Press, 


- 259 - 
v. 100. Cocopa texts, by James M, Crawford, 
1983. xi, 604p. ill. 81-24046 


~ 260 - 
UNIVERSITY OF CALIFORNIA. Lawrence Livermore 
Laboratory, EQ3NR, a computer program for geo- 
chemical aqueous speciation-solubility calculations: 
user's guide and documentation [by] Thomas J, 
Wolery. Livermore, 1983, xi, 191p. ill. 
On t.p,: UCRL-53414, 
$17.50, hard copy; $4.50, microfiche; available 
from: National Technical Information Service, 
5285 Port Royal Road, Springfield, VA 22161, 


- 261 - 

UNIVERSITY OF CALIFORNIA, Berkeley. Cooperative 
Extensicn [Service] New crops for desert agricul- 
ture: problems & opportunities, compiled and edited 
by E, W. Chatfield. J. L, Meyer [and] J. D, Oster, 
consulting editors, [Berkeley, 1983] xv, 164p. 
ill. 

UNIVERSITY OF CALIFORNIA, Berkeley. Museum of 
Paleontology. Paleo bios, [Berkeley] 

$3.00 a year; 75 cents a copy. 
- 262 - 
36, Pliometanastes protistus (Edentata, Megalonychi- 
dae) from Knight's Ferry, California with discus- 


sion of Early Hemphillian megalonychids, by Sue 
Ellen Hirschfeld. 1981, 16p. ill. 


- 263 - 

37, Emydoidea (Emydidae, Testudines) from the 
Barstovian (Miocene) of Nebraska, by J. Howard 
Hutchison, 1981, 6p. ill. 

- 264 - 
38, Mesozioc mammals: the first two-thirds of 


mammalian history, by John J, Chiment and 
Victoria J, Chiment, 1981, 22 p. 


- 265 - 

39, Anew salamander of the family Batrachosauroidi- 
dae from the Late Miocene of North America, with 
notes on other Batrachosauriodids, by Bruce G, 
Naylor, 1981, 14p. ill. 


UNIVERSITY OF CALIFORNIA, Los Angeles, Latin 
American Center, Latin American studies, 
{Los Angeies] 


- 266 - 

v. 57. Folk literature of the Bororo Indians [by| 
César Albisetti, Antonio Colbacchini [and] Angelo 
Jayme Venturelli. Johannes Wilbert [and] Karin 
Simoneau, editors. |c1983] xxi, 339 p. ill. 
(UCLA Latin American Center publications) 


83-620002 


UNIVERSITY OF CALIFORNIA, San Diego. Scripps 
Institution of Oceanography, Bulletin. Berkeley, 
University of California Press, 


- 267 - 

v. 25, Systematics of a species complex in the 
deep-sea genus Eurycope, with a revision of six 
previously described species (Crustacea, Isopoda, 
Eurycopidae), by George D, F, Wilson. [c1982] 
64p. ill. 83-5917 


- 268 - 
UNIVERSITY OF CALIFORNIA, San Diego, Scripps 
Institution of Oceanography, Initial core descrip- 
tions, Deep Sea Drilling Project, Leg 86, western 
North Pacific, 2 May-20 June 1982, [La Jolla, 
1983] 4sheets 10,5x 15cm, (microfiche) ill. 
Issued in cooperation with the Joint Oceanographic 
Institutions for Deep Earth Sampling (JOIDES). 
Title on header: Initial core description, Leg 86, 
Deep Sea Drilling Project, NSF C-482, 


- 269 - 

UNIVERSITY OF CALIFORNIA, San Diego. Scripps 
Institution of Oceanography. Initial core descrip- 
tions, Deep Sea Drilling Project, Leg 87A and 87B, 
Nankai Trough-Japan Trench, 25 June-18 August 
1982, [La Jolla, 1983] 6 sheets 10.5 x 15cm. 
(microfiche) ill. 

Issued in cooperation with the Joint Oceanographic 
Institutions for Deep Earth Sampling (JOIDES), 

Title on header: Initial core description, Leg 87, 
Deep Sea Drilling Project NSF C-482, 

- 270 - 

UNIVERSITY OF CALIFORNIA, San Diego. Scripps 
Institute of Oceanography. Initial core descrip- 
tions, Deep Sea Drilling Project, Leg 89, the Mari- 
ana Basin, the Nahru Basin, and the Ontong-Java 
Plateau, October 11-November 30, 1982, |La Jolla, 
1983] 4sheets 10,5 x 15cm, (microfiche) ill. 

Issued in cooperation with the Joint Oceanographic 
Institutions for Deep Earth Sampling (JOIDES), 

Title on header: Initial core descriptions, Leg 89, 
Deep Sea Drilling Project, NSF C-482, 


COLORADO 


- 271- 

AGRICULTURAL EXPERIMENT STATION, Fort Collins. 
Soil survey of Grand County area, Colorado [by David 
Alstatt and Ray L, Miles. Fort Collins, 1983] 

ix, 174p. ill. 

Issued in cooperation with the U, S, Soil Conserva- 
tion Service and the U, S, Forest Service. 

Issued in envelope with 25 maps. 83-602985 


COLORADO SCHOOL OF MINES, Golden. Mineral & 
energy resources, [Golden| 
272 
v. 26, no, 2, Computer technology: America's pro- 
ductivity engine |by] Lewis M, Branscomb, 1983, 
1 sheet 10,5 x 15cm. (microfiche) ill, 
HED4/1,13/2/26/2. 


COLORADO SCHOOL OF MINES, Golden, Quarterly. 
[Golden 

- 273 - 

v. 78, no. 3. Research in chemistry and geochemis- 
try at Colorado School of Mines: a tribute to L. J. 
Beckham, part 1. Edited by Patrick MacCarthy. 
c1983. vii, 67 p. ill. 

$12.00. 83-15019 

- 274 - 

CROP AND LIVESTOCK REPORTING SERVICE, Colo- 
rado agricultural statistics, 1982 preliminary and 
1981 final, Denver, 2 sheets 10.5 x 15cm, 
(microfiche) ill. 


AG1, 3/1983, 24-16496 


- 275 - 
DEPT, OF ADMINISTRATION. Division of Central 
Services, Central stores catalogue. Denver, 1983, 
2 sheets 10.5 x 15 cm, (microfiche) 
ADM10,9/1983, ill. 


- 276 - 

DEPT, OF EDUCATION. Brief history of the State 
Department of Education in Colorado, |Denver, 
n.d.| I1sheet 10,5 x 15cm, (microfiche) 

ED2,29/1980, 


- 277 - 

DEPT. OF EDUCATION. Understanding Colorado 
school finance, 1983-1984, prepared by Edwin E, 
Steinvrecher, [Denver, n, d,| 1 sheet 
10.5 x 15 cm, (microfiche) 

ED5/60,2/F49, 
- 278 - 

DEPT, OF EDUCATION. Office of Library Services. 
Guidelines for the submis3ion of proposals under the 
Library services and construction act, [Denver] 
1982. I1sheet 10,5 x 15 cm, (microfiche) 

ED3,2/G94/1982, 


~ 279 - 
DEPT. OF EDUCATION. Office of Library Services. 
Study of CDE resource centers. [Denver, n. d.]_ 
2 sheets 10.5 x 15cm. (microfiche) 
ED3.2/R31/1983. 


- 280 - 

DEPT. OF EDUCATION. Office of Management Serv- 
ices. Consolidated report on elementary and secon- 
dary education in Colorado, 1983, prepared by Dean 
C. Hirt [and] Edwin E. Steinbrecher. Denver, 1983. 
4sheets 10.5 x 15cm. (microfiche) 

$6.00, hard copy. 
ED2/13/1983. 


- 281 - 
DEPT. OF HEALTH. Final report, Denver radium 
sites disposal method study [by] Dames & Moore, 
[Denver] 1983, 3 sheets 10,5 x 15cm. (microfiche) 


ill. 
HE7/310,2/R12/1983, 


- 282- 

DEPT. OF HEALTH. State/EPA agreement between 
the Colorado Department of Health and the United 
States Environmental Protection Agency-Region VIII 
for the conduct of environmental hea'th programs in 
Colorado. 1982/84. |Denver}| 1 sheet 
10.5 x 15 cm. (microfiche) 

Title on header: State/EPA agreement for the con- 
duct of environmental health programs. 
HE7.2/AG8/1983-84. 


- 283 - 

DEPT, OF HIGHWAYS, Five year highway improve- 
ment program, 1983-1987; summary version, 
Prepared in cooperation with the Federal Highway 
Administration, [Denver] 1982, 1 sheet 
10.5 x 15cm. (microfiche) ill. 

On t.p.: Adopted by the Colorado State Highway 
Commission, 
HI6, 12/1983-87/SUM, 
~ 284 - 

DEPT, OF LABOR AND EMPLOYMENT. Budget, 
1982-83, |[Denver, n. d.] 6 sheets 10,5 x 15cm, 
(microfiche) ill, 

LBE1, 10/1982-83, 


- 285 - 

DEPT, OF LABOR AND EMPLOYMENT. Budget, 
1983-84, [Denver, n.d.| 7 sheets 10,5 x 15cm. 
(microfiche) ill. 

LBE1, 10/1983-84, 


- 286 - 
DEPT. OF REVENUE. 1983-1984 budget. |[Denver, 
d.] 6 sheets 10,5 x 15cm. (microfiche) ill. 
REV1, 12/1983-84, 
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- 287 - 

DIVISION OF CRIMINAL JUSTICE. Management analy- 
sis of the Montrose P. D. [by William Woodward and 
Patricia Malak, Denver] 1982, 2 sheets 
10.5 x 15 cm. (microfiche) 

LOC7,2/M76/1982. 
- 288 - 

DIVISION OF HIGHWAYS. Construction equipment ren- 
tal rate schedule. [Denver] 1982. 3 sheets 
10.5 x 15cm. (microfiche) 

HI3, 2/EQ5/1982. 
- 289 - 

DIVISION OF MENTAL HEALTH. Directory, mental 
health centers, clinics, and State hospitals. Rev. 
Denver, 1983, 1sheet 10,5 x 15cm, (microfiche) 
ill. 

IN4, 2/D62/1978, 
- 200 - 

DIVISION OF TRANSPORTATION PLANNING. Five 
year highway improvement program, 1983-1987. 
Prepared in cooperation with the Federal Highway 
Administration, [Denver] 1982, 2 sheets 
10.5 x 15cm. (microfiche) ill. 

On t.p.: A-95 review version, 
HI6, 12/1983-87, 
- 291 - 

FISH[ERIES] RESEARCH SECTION. Stream fisheries 
investigations, Federal aid study F-51-R: job 1, fish 
flow investigations... job 3, special regulations 
evaluations... job 4, wild trout introduction... 
job 5, Arkansas River aquatic invertebrate investiga- 
tions... job 6, Colorado River aquatic invertebrate 
investigations; Federal aid in fish and wildlife restor- 


ation, job progress report, F-51-R, by R. B, Neh- 


ring, R. Anderson, and D, Winters, 
1983, xviii, 188p. ill. 

Cover title: Stream fisheries investigation, 
F-51-R, 


GEOLOGICAL SURVEY. Map series. 


Fort Collins, 


[Denver] 


- 292 - 

14, Geothermal resources of Colorado. |By 
National Geophysical and Solar-Terrestrial Data 
Center, National Oceanic and Atmospheric Admin- 
istration, Prepared for the U. S. Division of 
Geothermal Energy! 1980. 1sheet 10,5 x 15cm, 
(microfiche) ill. 

NR7.9/14, 
- 293 - 

21, Groundwater temperature map of Colorado, by 
F, N, Repplier, M, M, Relf, and R, K, Columbia, 
Prepared in cooperation with U, S, Dept, of Ener- 
gy. 1981. l1sheet 10,5 x 15 cm. (microfiche) 
ill. 

NR7,9/21, 


GEOLOGICAL SURVEY. Resource series, Denver, 


- 294 - 

18, Geothermal resource assessment of Hartsel, 
Colorado, by Kevin P, McCarthy, Ted G, Zacha- 
rakis [and] Richard H, Pearl, Prepared in coop- 
eration with the U, S, Dept, of Energy, 1982, 

2 sheets 10,5x 15cm. (microfiche) ill. 
DOE/ET/28365-19, 
NR7, 15/18, 


- 295 - 

19, Geothermal resource assessment of western San 
Luis Valley, Colorado, by Ted G, Zacharakis, 
Richard Howard Pearl, and Charles D, Ringrose, 
Prepared in cooperation with the U, S, Dept. of 
Energy. 1983, 2 sheets 10,5 x 15cm, (micro- 
fiche) ill. 

DOE /ET /28365-25, 
NR7, 15/19. 
- 296 - 

20, Geothermal resource assessment of Canon City, 
Colorado area, by Ted G, Zacharakis [and] Richard 
Howard Pearl, Prepared in cooperation with the 
U. S, Dept. of Energy. 1982, 2 sheets 
10.5 x 15cm, (microfiche) ill. 

DOE/ET/28365-22, 
NR7, 15/20, 
- 297 - 

22, Geothermal resource assessment of the 
Steamboat-Routt Hot Springs area, Colorado, 
by Richard Howard Pearl, Ted G, Zacharakis 
[and] Charles D, Ringrose, Prepared in coop- 
eration with the U. S, Dept, of Energy. 1983. 

1 sheet 10.5x 15cm, (microfiche) ill. 
DOE /ET /28365-24, 
NR7, 15/22, 

GEOLOGICAL SURVEY. Special publication, Denver. 

- 298 - 

21, Helium and ground temperature surveys at 
Steamboat Springs, Colorado |by] Kevin P, 
McCarthy |and others} Prepared in coopera- 
tion with the U, S, Dept, of Energy. 1982, 

sheet 10.5 x 15cm, (microfiche) ill, 
DOE/ET/28365-21, 

NR7, 14/21, 


LEGISLATIVE COUNCIL. Research publication, 
[Denver] 
- 299 - 

273. Colorado Legislative Council recommendations 
for 1983: Committee on Agriculture; Legislative 
Council report to the Colorado General Assembly. 
1982, 2sheets 10.5 x 15cm. (microfiche) 

GA4, 9/273, 


~ 300 - 

LIBRARY NETWORK DEVELOPMENT COMMITTEE. 
The final report, prepared by William T. Cound. 
[Denver, State Library] 1983. 1 sheet 10.5 x 15cm. 
(microfiche) 

Committee established by the State Board of Educa- 
tion in Aug. 1981. 
ED3.2/N38/3/1983. 


- 301- 

STATE AUDITOR. Adams State College, Alamosa, 
Colorado, State funded student assistance programs, 
financial and compliance examination for the year 
ended June 30, 1980 and auditor's opinion, October 27, 
1980 jby] Wall, Smith, Bateman, and Associates, Inc. 
[Denver, 1981] 1sheet 10.5 x 15 cm. (microfiche) 

Title on header: Adams State College, State funded 
student assistance programs financial compliance, 
GA2/100, 4632 /ST2/1981. 


- 302 - 

STATE AUDITOR. Report.,.State of Colorado, Colo- 
rado guaranteed student loan program financial 
statements for period November 1, 1979 - June 30, 
1981, with report of State auditor. (Denver, 1982] 
1 sheet 10.5 x 15cm, (microfiche) 

Title on header: Colorado guaranteed student loan 
program financial statements, 
GA2/100, 4603/1982. 
- 303 - 

STATE AUDITOR. State of Colorado, Community Col- 
lege of Denver, Federal student financial aid pro- 
grams: audited financial statements and comments 
on internal controls and procedures, two years 
ended June 30, 1980, [Denver, 1981] 1 sheet 
10.5 x 15 cm. (microfiche) 

Title on header: Community College of Denver, 
Federal student financial aid programs, 
GA2/100, 4653/N21/1981. 
- 304 - 

STATE LIBRARY, Denver, Directory of Colorado 
libraries & library statistics, 1982/83, Denver. 
vi, 101p. ill. annual, 

On cover: 1983-84, 74-646552 


UNIVERSITY OF COLORADO, Boulder. Institute of 
Behavioral Science, Program on environment and 
behavior monograph, [Boulder] 

- 305 - 

37. Earthquake mitigation policy: the experience of 
two States [by] Thomas E, Drabek, Alvin H. Mush- 
katel |and] Thomas S, Kilijanek. 1983, 

xix, 238 p. ill. 
On cover: Washington, Missouri. 83-81525 


UNIVERSITY OF COLORADO, Boulder. Institute of 

Behavioral Science. Working paper. |Boulder] 

- 306 - 

45. Trends and developments in global natural disas- 
ters, 1947 to 1981, by Stephen A. Thompson, 
1982, 1sheet 10,5 x 15cm, (microfiche) ill. 
(Its Natura] hazard research) 

Issued in cooperation with fhe Graduate School 


of Geography, Clark University, Worchester, 
Mass, 


- 307 - 

UNIVERSITY OF COLORADO, Boulder, Natural Haz- 
ards Research and Applications Information Center, 
Natural hazards observer: index jvol. 4, no, 4; June, 
1980 to vol. 7, no, 1; September, 1982, Boulder, 
n. d.] Isheet 10,5x 15cm, (microfiche) ill. 

Title on header: Natural hazards observer, index; 
1980-81, 1981-82, 
HED2/320, 9/INDEX/1980-81&1981-82, 


CONNECTICUT 


- 308 - 

State of Connecticut, a negotiated investment strategy: 
a joint agreement on principles, priorities, alloca- 
tions, and plans for the social services block grant, 
October 1, 1983 to September 30, 1984, prepared by 
teams representing the Executive Branch of the 
State of Connecticut, Connecticut municipal govern- 
ments, and Connecticut non-profit social service pro- 
viders, ([Hartford, n. d.] iv, 39 p. 


- 309 - 

AUDITORS OF PUBLIC ACCOUNTS, Report on Board 
of Trustees for State Colleges, Southern Connecticut 
State College State funds for the fiscal years ended 
June 30, 1981 and 1982, [Hartford, 1983] 21p. + 

- 310 - 

AUDITORS OF PUBLIC ACCOUNTS. Report on Board 
of Trustees for State Colleges, Southern Connecticut 
State College student activity and institutional general 
welfare funds for the fiscal years ended June 30, 
1980, 1981, and 1982, [Hartford, 1983] 15 p. 

- $11- 

AUDITORS OF PUBLIC ACCOUNTS. Report on Connec- 
ticut Menta] Health Center for the fiscal years ended 
June 30, 1981 and 1982, [Hartford, 1983] 17 p. 

- 312 - 

AUDITORS OF PUBLIC ACCOUNTS. Report on Depart- 
ment of Children and Youth Services, Riverview Hos- 
pital for Children for the fiscal years ended June 30, 
1981 and 1982, |[Hartford, 1983] 15 p. 

- 313 - 

AUDITORS OF PUBLIC ACCOUNTS. Report on Depart- 
ment of Children and Youth Services, State Receiving 
Home - Warehouse Point for the fiscal years ended 
June 30, 1981 and 1982, (Hartford, 1983] 14p. 

- 314- 

AUDITORS OF PUBLIC ACCOUNTS. Report on Depart- 
ment of Mental Health, Frénklin S, DuBois Day 
Treatment Center for the fiscal years ended June 30, 
1981 and 1982, (Hartford, 1983] 12 p. 

- 315 - 

AUDITORS OF PUBLIC ACCOUNTS. Report on Mili- 
tary Department and Office of Civil Preparedness 
for the fiscal years ended June 30, 1981 and 1982, 
{Hartford, 1983] 44p. + 83-623283 

- 316 - 

AUDITORS OF PUBLIC ACCOUNTS, Report on Office 
of the Lieutenant Governor, 1981/83, [Hartford] 
7p. 

Report period ends June 30, 
- 317 - 

BOARD OF GOVERNORS FOR HIGHER EDUCATION, 
Public and independent colleges and universities in 
Connecticut: directory, 1983-84, Hartford [n. d. 
3] p. 


DEPT, OF ENVIRONMENTAL PROTECTION, Natural 
Resources Center, D.E.P. bulletin, [Hartford] 


80-645134 


- 318 - 

6. Precipitation in Connecticut, 1951-1980, by 
Bruce W, Hunter and Daniel B, Meade, 1983, 
iv, 922p. ill. 83-623284 

- 319 - 

DEPT. OF ENVIRONMENTAL PROTECTION. Wildlife 
Bureau. Franklin Management Area, Connecticut 
conservation education/firearms safety handbook; 
instructor edition, [North Franklin, c1981] 

iv, 79, v-viii p. ill. 


- 320 - 

[DEPT, ] OF INCOME MAINTENANCE, Report to the 
General Assembly [on the work, education, and train- 
ing program for General Assistance recipients. 
Hartford] 1983, 121. 


CONNECTICUT 

17 


DEPT. OF TRANSPORTATION. Public hearing, 
relocation of Route 72, Plainville and Bristol 
[held] June 28, 1983. [Wethersfield, 1983] 
751. + ib. 
- 322 - 
DEPT. OF TRANSPORTATION. Town of Farmington, 
design public hearing jheld] May 19, 1983 [at]... 
Farmington, Connecticut... reconstruction of Moun- 
tain Road at Birdseye Road and Route 6, State proj- 
ect no. 51-201, Federal aid project no M1784(1), 
conducted by the town of Farmington. |Wethersfield, 
1983} 211.+ ill. 


- 323 - 
DEPT. OF TRANSPORTATION, Division of Rail Plan- 


ning. State rail plan update, 1980-81, [Wethers- 
field] 2v. ill. annual. 


- 324 - 
GENERAL ASSEMBLY. Legislative record index, 
Jan, 1983 regular session, June 1983 special session, 
July 1983 veto session, July 1983 special session, 
[Hartford] 163, 73, 233, 31, 32 p. 
Issued in cooperation with the Clerks of the Senate 
and the House. 
On cover: Final edition, 
- 325 - 
INSURANCE DEPT. Shopping for auto insurance. 
[Hartford, n.d.] 9p. ill. 
- 326 - 
INSURANCE DEPT. Your right to know: Connecticut 
insurance information and privacy protection act. 
[Hartford, n. d.] folder. 


50-63068 


- 327 - 

LAWS, STATUTES, ETC. Statutes pertaining to the 
assessment and collection of local property taxes and 
miscellaneous pertinent sections. Rev. Hartford, 
Office of Policy and Management, 1983, 178, 126 p. 
(Office of Policy and Management, Taxation docu- 
ment no, 346) 

- 328 - 

MARKETING DIVISION. Institutional food buyers re- 

port, Hartford, 1983, [2]p. ill. 


- 329 - 
STATE DEPT. OF EDUCATION. Publication list, 
Nutrition Education and Training Program, Connec- 
ticut. [Hartford, n.d.| folder. ill. 


- 330 - 
STATE LIBRARY, Hartford. Connecticut union list of 
serials. 1982 ed. Hartford, 1983. 28 sheets 
10.5 x 15 cm. (microfiche) 


- 331 - 
UNIVERSITY OF CONNECTICUT, Storrs. Center 
for Judaic Studies and Contemporary Jewish Life. 
A resource guide to Judaic Studies Extended and 
Continuing Education Service of the University of 
Connecticut, Center for Judaic Studies and Contem- 
porary Jewish Life, (Storrs, n.d.] 22p. ill. 


- 332 - 
UNIVERSITY OF CONNECTICUT, Storrs, Cooperative 
Extension Service. 1984 Easter lily schedule, by 
Jay S, Koths |and others, Storrs] 1983, [2] p. 


Supplement to Connecticut greenhouse newsletter 
no, 117, 


DELAWARE 


GEOLOGICAL SURVEY. 


Geologic map series, 
[Newark] 


- 333 - 
6. Geology of the Dover area, Delaware, by Thomas 
E, Pickett and Richard N, Benson. 1983, 
col. map on sheet 88 x 131 cm. 
- 334 - 


GEOLOGICAL SURVEY. List of publications, 


July 1983, [Newark] unpaged, 72-625843 
GEOLOGICAL SURVEY. Report of investigations. 
[Newark] 


- 335 - 
37, Stratigraphic nomenclature of nonmarine Creta- 
ceous rocks of inner margin of Coastal Plain in 
Delaware and adjacent states, by Robert R. Jor- 


dan, 1983, 43p. ill. 83-623315 
DISTRICT OF COLUMBIA 
- 336 - 
[CITY] COUNCIL. Office of the Secretary, Council 


of the District of Columbia owner's manual. 
[Washington, D, C,, 1983] 38p. ill. 
83-623328 
- 337 - 

METROPOLITAN POLICE DEPT. Annual report, 
1981/82, [By Administrative Services Bureau, 
Planning and Development Division, Washing- 
ton, D, C.] 62p. ill. 

On cover: Continued progress through manage- 
ment improvement network functions, 
- 338 - 

OFFICE OF THE CORPORATION COUNSEL. Opinions 
of the corporation counsel, Vol. 5; 1980, Inez 
Smith Reid [and] Laphalia J, Gause, editors, 
[Washington, D, xix, 211 p. 

Includes subject matter index and tables of sta- 
tutes and regulations construed, 78-640866 


UNIVERSITY OF THE DISTRICT OF COLUMBIA, 
Dept. of Urban Studies, Studies in D, C, history 
and public policy paper, [Washington, D, C,] 
- 339 - 
7. The evolution of Federal housing programs and 
their impact on the District of Columbia, by 
Irving Richter, 1983. iv, 35 p. 83-623327 


FLORIDA 


- 340 - 

DEPT. OF EDUCATION. Areas of critical teacher 
need in Florida, 1980-81. Prepared in cooperation 
with the Florida Association of School Personnel Ad- 
ministrators and the Florida Association of Colleges 
for Teacher Education. [Tallahassee, n. d.] 16 p. 


- 341 - 
DEPT. OF TRANSPORTATION. 
map|s]... Florida. 
46 x 72 cm. 
Available from: Maps and Publications, Dept. of 
Transportation, Tallahassee, FLA 32301. 


General highway 
Tallahassee. maps on sheets 


29. Hillsborough County, map2of2. Rev. 1983. 

42. Mawion County, map2of2. Rev. 1983. 

44. Monroe County, suppl. sheets A & B of 3 maps 
and 2 supplemental sheets. 1983. 


- 342 - 

DEPT, OF TRANSPORTATION. Division of Planning 
and Programming. General highway map|s]... 
Florida, prepared by the State Topographic Office 
in cooperation with the Federal Highway Administra- 
tion, Tallahassee, maps on sheets 46 x 72 cm. 

Available from: Maps and Publications, Dept. of 
Transportation, Tallahassee, FLA 32301. 


2. Baker County, 1983. 
5. Brevard County. Rev. 1983, 2 sheets. 
16. Duval County. Rev. 1983. 2 sheets. 
25, Hardee County. Rev. 1983, 
36. Lee County. Rev. 1983, 
37. Leon County. Rev. 1983. 
56. St. Lucie County. 1983. 
57. Santa Rosa County. 1983. 
66. Walton County, 1983, 
- 343 - 

DIVISION OF LIBRARY SERVICES. Florida library 
directory with statistics, 1983, Edited by Helen 
Morgan Moeller [and] E, Walter Terrie, Tallahas- 
see, 186p. ill. 


DIVISION OF MARINE RESOURCES. Publications of 
the Bureau of Marine Research, Marine Research 
Laboratories (by Mary G, Krost! St. Petersburg 
[1983] ii, 95 p. 83-623313 


- 345 - 

DIVISION OF TOURISM. Florida visitor study: an exe- 
cutive summary containing highlights of the Florida 
Division of Tourism quarterly surveys and other re- 
ports, 1982, [Tallahassee] 17p. ill, annual, 

Cover title: Florida visitor study. 


- 346 - 

DIVISION OF TRANSPORTATION PLANNING. General 
highway map|s]... Florida, prepared by the State 
Topographic Office in cooperation with the Federal 
Highway Administration, Tallahassee, maps on 
sheets 46 x 72 cm, 

Available from: Maps and Publications, Dept, of 
Transportation, Tallahassee, FLA 32301, 


7. Calhoun County, 1983,. 

9. Citrus County, 1983, 

11, Collier County, 1983, 

12, Columbia County, Rev. 1983, 
20. Gadsden County, 1983, 


24, Hamilton County. Rev. 1983, 

32, Jackson County. 1983, 

35. Lake County, 1983. 

38, Levy County. [Rev.] 1983, 2 maps on 
2 sheets, 

52. Pinellas County. Rev. 1983, 

67, Washington County, 1983. 


FLORIDA STATE UNIVERSITY, Tallahassee, Robert 
Manning Strozier Library, Collection series, 
[Tallahassee | 


- 347 - 

4, The newspaper poets: an inventory of holdings in 
the John M, Shaw collection [by] John Mackay Shaw 
[and] Frederick Korn, 1983, iii, 331, ill. 

83-623314 


- 348 - 
LEGISLATURE. House of Representatives. Journal. 


1982 organization & 1983 special and regular sessions. 
[Tallahassee] 72, 1252, 222, 40 p. 50-33465 

LEGISLATURE. Senate. Journal. 1982 organization 
session & 1983 regular & special sessions. [Talla- 
hassee| 25, 56, 953, 267, 42, 66 p. 53-24908 

- 350 - 
LEGISLATURE. Senate, Committee on Governmental 
prations, Agency use of non-rule policy, [Talla- 
hassee| 1982, i, 551, 83-623320 
- 351- 

LEGISLATURE. Senate, Committee on Governmental 
Operations, Meeting notice requirements, [Talla- 
hassee] 1982, i, 25p. 83-623321 

- 352 - 

LEGISLATURE, Senate, Committee on Governmental 
Operations, Procurement, prompt payment of 
vendor invoices, [Tallahassee] 1983, i, 45 p. 

83-623322 


- 353 - 

LEGISLATURE. Senate, Committee on Governmental 
Op>rations, A review of OPS policies and rules, 
[Tallahassee] 1982. i, 49p. 83-623319 

- 354 - 

LEGISLATURE. Senate. Committee on Governmental 
Operations, A review of sovereign immunity from 
tort liability. [Tallahassee! 1982, ii, 63 p, 

83-623323 


- 355 - 

LEGISLATURE. Senate. Committee on Governmental 
Operations, A review of the use of legal-sized pa- 
per in State government, [Tallahassee] 1983, 

i, 171. 83-623324 


- 356 - 

LEGISLATURE. Senate, Committee on Governmental 
Operations, A review of the use of telephone con- 
ference calls to conduct public meetings, [Talla- 
hassee] 1981, i, 201. 83-623326 ° 


- 357 - 
LEGISLATURE, Senate. Committee on Governmental 


rations, State leasing of privately owned office 
space, [Tallahassee] 1981, ii, 56 p. 


83-623325 


- 358 - 
LEGISLATURE. Senate, Committee on Governmental 


rations. Sunset/sundown handbook, [Tallahas- 
see] 1982, ii, 105 p. 83-623275 
- 359 - 
LEGISLATURE. Senate, Finance, Tax, and Claims 
Committee, Florida tax handbook, 1983, [Talla- 


hassee] iv, 111 p, 80-644171 


MARINE RESEARCH LABORATORY. Memoirs of the 
Hourglass cruises, St, Petersburg, 


- 360 - 
v. 6, pt. 3, Sciaenid fishes (Osteichthyes: perci- 
formes) of western peninsular Florida, by John E, 
Darovec, Jr. 1983, 73p. ill. 83-6233 16 


- 361 - 
v. 6, pt. 4, Searobins (Pisces: triglidae), by Stephen 
T. Ross. 1983. 76p. ill. 83-623317 


- 362 - 

RINGLING MUSEUM OF ART, Sarasota, Marcel 
Duchamp: works from the John and Mable Ringling 
Museum of Art collection [catalog of an exhibition 
held September 9, 1983-January 4, 1984. Sarasota, 
c1983] 47p. ill. 83-81504 

- 363 - 

RINGLING MUSEUM OF ART, Sarasota, The Ringling 
Museum of Art journal, Ist; 1983. William H, 
Wilson, editor; Wendy McFarland, assistant editor. 
[Sarasota] 266p, ill. 

On t.p.: Papers presented at the International 
Rubens Symposium, April 14-16, 1982, sn83-8021 


UNIVERSITY OF FLORIDA, Gainesville. Bureau of 
Economic and Business Research. Economic leaf- 
lets. [Gainesville] 

Free to Florida residents; $5.00 a year for out-of- 
state residents. 


364 - 
v. 42, no, 8. Mobility and migration in Florida and 
the United States: 1975 to 1980 [by] Stanley K. 
Smith. 1983. [3] p. 


GEORGIA 


AGRICULTURAL EXPERIMENT STATIONS, Research 
bulletin. [Athens] 
- 365 - 

290. Information availability, use, and economic im- 
pact on commercial farms in the coastal plain of 
Georgia [by] James B, Weaver, II and Bill R. 
Miller, 1982, 28p. ill. 


- 366 - 

292. Cost analysis of +... communication 
systems for computerized agricultural marketing 
[by] Steven C, Turner and James E, Epperson, 
1983, 59p. ill. 

293, An economic evaluation of the Georgia Exten- 
sion Service integrated pest management programs 
for cotton [by] David K, Linder [and others] 1983, 
32p. ill. 

368 - 

295, Pecan cultivar performance at the Coastal 
Plain Experiment Station over the period of 
1921-1981 [by] Ray E. Worley, O, J, Woodard, 
and Ben Mullinix. 1983, 36p. ill. 

- 369 - 

297, Market failure in multiphase electric power 
development for agricultural irrigation [by] 
Benard V. Tew jand others} 1983. 14p. ill. 

AGRICULTURAL EXPERIMENT STATIONS. Research 
report, [Athens] 
- 370- 

427. Profile and pesticide-use characteristics of 
Georgia peach growers [by] Douglas D, Ofiara 
and John R, Allison. 1983. ii, 30p. ill. 

- 371- 

429, Industrial-type sweet potatoes: a renewable 
energy source for Georgia [by] Melvin R, Hall 
and Doyle A, Smittle. 1983, 7p, ill. 

- 372 - 

431, Weed control evaluations in no-till soybeans 
Glycine max) double-cropped with rye (Secale 
cereale) [by] Philip A, Banks and Jill S, Kvien. 

1983, 6p. ill. 


- $13 - 

DEPT. OF ARCHIVES AND HISTORY. Military certi- 
ficates of Georgia, 1776-1800, on file in the Surveyor 
General Department [by] Marion R. Hemperley. 
Semiquincentenary ed, Atlanta, State Printing Office 
[c1983] ii, 157p. ill. 83-620020 

- 374 - 

DEPT. OF TRANSPORTATION. Division of Planning 
and Programming. Planning Data Services. Gen- 
eral highway map|s]...Georgia, Prepared in coop- 
eration with Federal Highway Administration, 
[Atlanta] maps on sheets 137 x 89 cm, and smaller, 


Atkinson County. 1982. 
Brantley County. Rev. 1982. 
Chattahoochee County. Rev. 1983, 
Clinch County. Rev. 1982, 
Crisp County. Rev. 1983. 
Dawson County, Rev. 1982. 
Emanuel County. Rev. 1983. 
Fulton County. Rev. 1983. 
Houston County. 1983, 
Jenkins County. Rev. 1982. 
Lanier County. Rev. 1981, 
Macon County. Rev. 1982. 
Miller County, Rev. 1982. 
Peach County. Rev. 1981, 
Schley County. Rev. 1982. 
Sumter County, Rev. 1982. 
Tattnall County. Rev. 1982, 
Taylor County, Rev. 1981. 
Towns County. Rev. 1982. 
Upson County. Rev. 1983. 
Ware County. Rev. 1982. 
Wayne County. Rev. 1981, 
Webster County. Rev. 1982, 
Wheeler County, Rev. 1982. 
Wilkes County. Rev. 1982, 


- 375 - 
GEORGIA INSTITUTE OF TECHNOLOGY, Atlanta, 
Engineering Experiment Station, Annual report. 
1982/83, [Atlanta] 28p,. ill. 


- 376 - 

GEORGIA INSTITUTE OF TECHNOLOGY, Atlanta. 
School of Nuclear Engineering and Health Physics. 
Fusion Research Program. The effects of neutral 
beam injection on impurity transport in tokamaks, 
by W. M, Stacey, Jr. and D. J. Sigmar, [Atlanta] 
1983. 22p.+ ill. 

On t.p.: GTFR no, 43, 


- 377 - 
GEORGIA SOUTHERN COLLEGE, Statesboro. Direc- 
tory, 1982/83, [Statesboro] 40 p. ill. 


- 378 - 

GEORGIA SOUTHERN COLLEGE, Statesboro. Mis- 
cellany. 1983, Beverly K, Vogel, editor; Richard 
Keithley, advisor, [Statesboro] 56 p. ill. 
annual, 


- 379 - 
GEORGIA SOUTHERN COLLEGE, Statesboro. Graduate 
School, Focus: research at Georgia Southern Col- 
lege. Statesboro, 1982, 9]p. ill. 


GEORGIA STATE UNIVERSITY, Atlanta, Dept. of 

Geography. Research series, [Atlanta] 

- 380 - 

5. A socioeconomic theory of migration: a political 
economy perspective [by] Nanda R, Shrestha. 
1983, iv, 411. il. 

$5.00, 


83-623312 
- 381 - 
LAWS, STATUTES, ETC. Campaign and financial dis- 
closure act, Ga. laws 1974 [Act no. 803, (S.B. 
no. 454)] as amended by Ga. laws 1975...1976... 
1977...1979...1980...1981 [Act no. 589, (H. B. 
no. 996)| Atlanta, Max Cleland, secretary of state 
In. d.] 13 p. 


- 382 - 

LAWS, STATUTES, ETC. Georgia election code and 
State Election Board rules, amended 1982, Atlanta, 
Max Cleland, secretary of state |n. d.| 283 p. 

83-623276 


- 383 

LAWS, STATUTES, ETC. "les municipal election 
code, as amended through regular session 1982, 
Atlanta, Max Cleland, secretary of state |[n. d. | 
131 p. 83-623279 


LAWS, STATUTES, ETC, *Ghficial Code of Georgia, 
annotated, with provision for subsequent pocket parts. 
Vol. 2. Prepared by the Code Revision Commission, 
the Office of Legislative Counsel, and the editorial 
staff of the Michie Company. Charlottesville, Va., 
the Mitchie Co., 1983. vii, 932 p. 

On t.p.: Including Acts of the 1981 extraordinary 
session of the General Assembly of Georgia and anno- 
tations taken from the Georgia reports through Vol- 
ume 247, page 556, and the Georgia appeals reports 
through Volume 157, page 240. 82-202673 


- 385 - 

LAWS, STATUTES, £TC. Public officers recall act: 
Official code of Georgia annotated, Chapter 21-4; 
Ga laws 1979...|Act no. 670, (H.B. no. 232)| as 
amended by Ga laws 1980 |Act no. 1346, (H. B. 
1640)| as amended by Ga. laws 1982 [Act no. 1469, 
(S. B. 639)]; 1982 session of the General Assembly. 
[Atlanta] secretary of state |n. d.] 12 p. 


- 386 - 
OFFICE OF PLANNING AND BUDGET. Georgia 
descriptions in data, 1982, Atlanta, 177 p. 
ill, annual, 83-646614 


- 387 - 

SECRETARY OF STATE. Consolidated vote, State 
Democratic and Republican gensral primary election, 
August 10, 1982; and State Democratic and Republican 
general primary runoff election, August 31, 1982; and 
special congressional Democratic and Republican pri- 
mary elections, August 31, 1982, November 2, 1982; 
and special congressional Democratic primary run- 
off, September 21, 1982; special congressional Repub- 
lican primary runoff, November 9, 1982, Atlanta 

/1982.?] 225 p. 83-623330 


- 388 - 
SECRETARY OF STATE. Handbook for Georgia elec- 
tion officials in paper ballot, vote recorder, and 
voting machine precincts, by Udai V, Singh, Atlanta 
{1983] xviii, 153 p. 
On cover: Contains provisions of Georgia election 
code as amended through regular legislative session 
— 1982, 83-623318 
UNIVERSITY OF GEORGIA, Athens, Cooperative Ex- 
tension Service, Bulletin, [Athens] 
- 389 - 
739, Commercial muscadine grape culture [by M, E, 
Ferree, R, M. Crassweller, and G, W. Krewer,. 
Rev. 1983] 15), ill. (Its Horticulture 2) 


- 390 - 
889, How to buy wooden furniture [by Dene Dailey, 
1983] 15p. ill. Its ID-1-5) 


890, How to buy upholstered furniture [by Mary 
Ellen Blackburn, 1933] 14p. ill. (Its 
ID 1-5) 


UNIVERSITY OF GEORGIA, Athens, Cooperative Ex- 
tension Service, Circular, [Athens] 


- 392 - 

527. Squash [by] James M, Barber and Paul Colditz, 
[Rev. 1983, 3]p. (Its Commercial vegetable 
production) 

Horticulture 3—Squash, 
- 393 - 

532, Snap beans, prepared by James M, Barber, 
Paul Colditz, and Darbie Granberry, [Rev. 
1983, 3]p, (Its CU..mercial vegetable produc- 
tion) 

Horticulture 3, 


- 394 - 
755, Buying used clothing [by Carolyn Joyner, 1983] 
lip. ill, (Its C & T) 


UNIVERSITY OF GEORGIA, Athens. Cooperative Ex- 
tension Service. Leaflet. [Athens] 


- 395 - 

138, Minor lawn diseases and problems [by Edward 
A, Brown I and Gilbert W, Landry, Jr, Rev. 
1983. 4]p. ill, ([ts Plant pathology fact sheet) 

Plant pathology 4, 
- 396 - 

263, Renovation of home lawns [by Gilbert Landry, 
Jr. Rev. 1983] folder. ill, (Its Green 
thumb tips for the home gardener) 

Agronomy 2, 


- 397 - 
363-1, Community leadership: worcing in commit- 
tees [by John W, Smith. 1983] folder. ill. 
(Its CRD-1) 


- 398 - 

366, Shade tree decline [by Edward A, Brown and 
George D, Walker, 1983, 3]p. ill. (Its 
Plant pathology fact sheet) 

Path 5, 


- 399 - 

367, Major diseases of lawns and turf [by Edward A, 
Brown II, 1983] folder. ill. (Its Plant path- 
ology fact sheet) 

Path 4, 


GEORGIA 


- 400 - 

368, Gerberas (Transvaal Daisies) jby Henry Clay. 
1983] folder. ill. (Its Green thumb tips for 
the home gardener) 

H-1, 


- 401 - 
UNIVERSITY OF GEORGIA, Athens. G-orgia Center 
Continuii Proceedings, shaping our 
destiny: techniques for moving up in higher education 
{held]...October 20, 1981, Athens [c1983] 63 p. 
Cover title: Shaping our destiny: techniques for 
moving up in higher education, 83-623329 


UNIVERSITY OF GEORGIA > Institute of Gov- 
ernment. Budget management: a reader in local 
government financial management, Edited by Jack 
Rabin, W. Bartley Hildreth [and] Gerald J, Miller. 
(Athens, c1983] 258p,. ill. 83-10799 


UNIVERSITY OF GEORGIA ‘Athens. Institute of Gov- 
ernment. G:2orgia retirement systems: how they 
compare, 1983, by Mary E, Stakes and Paul T, 
Hardy, [Athens, c1983] 32 p. 83-12886 


WEST GEORGIA COLLEGE, Carrollton, Studies in the 
social sciences, [Carrollton 


- 404 - 

v. 22. Georgia's East Asian connection, 1733-1983, 
Edited by Jonathan Goldstein, [1983] xiv, 110 p, 
ill. 

$4.00. 83-623544 


HAWAII 


- 405 - 
DEPT, OF EDUCATION, Office of Instructional Serv- 
ices. General Education Branch, Field keys to 
comsaon Hawaiian marine animals and plants, Rev. 


[Honolulu] 1983, various pagings. ill. (Dept. of 
Education, RS 83-4549) 
- 406 - 


DEPT. OF EDUCATION. Office of Instructional Serv- 
ices. Multimedia Services Branch, 1983-84 tele- 
vision for learning. [Honolulu] 1983, ix, 66 p. 
ill, (Dept, of Education, RS 83-4745) 

On t.p.: Working together ! 


- 407 - 
DEPT. OF LABOR AND INDUSTRIAL RELATIONS. 
Annual report. 1981/82. [Honolulu] 26p. ill. 
Report year ends June 30. 


- 408 - 

DEPT. OF PLANNING AND ECONOMIC DEVELOP- 
MENT. Hawaii, the Aloha State, |Honolulu, n, d.] 
folder. ill. 

Issued in cooperation with the Hawaii Visitors 
Bureau. 


- 409 - 

DEPT, OF PLANNING AND ECONOMIC DEVELOP- 
MENT. Municipal solid waste in Hawaii: resolving 
landfill problems and developing a new energy source’, 
[Honolulu] 1983, v, 24p. ill. 


- 410 - 
DEPT, OF PLANNING AND ECONOMIC DEVELOP- 
MENT. Information Office, Directories of Hawaii. 
1983. [Honolulu. 9] p. 74-644935 


- 411- 

DEPT. OF TAXATION. Digest of tax measures enacted 
by the,..State Legislature, 1983 regular session, 
|Honolulu| ii, 71. 

DIVISION OF WATER AND LAND DEVELOPMENT. 
Circular. Honolulu. 

- 412 - 
C87, Waiwa stream flooding, Oahu, Hawaii, Octo- 
ber 27-28, 1981, 1982, vii, 28p. ill. 
- 413 - 

[JOINT] FEDERAL-STATE TASK FORCE ON THE 
HAWAIIAN HOMES COMMISSION ACT. Report to 
United States Secretary of the Interior and the 
Governor of the State of Hawaii. Honolulu, 1983, 
viii, 401 p. 83-623331 


LABOR MARKET AND EMPLOYMENT SERVICE RE- 
SEARCH SECTION. Employment and payrolls in 
Hawaii: a report on covered employment and wages, 
32d; 1982. [Honolulu] 17 p. annual. 

Issued in cooperation with the Unemployment Insur- 
ance Division and the Employment Service Division. 
70-613040 
- 415 - 

LABOR MARKET AND EMPLOYMENT SERVICE RE- 
SEARCH [SECTION] Occupational Information Unit. 
Occupational employment statistics: Hawaii's con- 
struction, finance, insurance, real estate and serv- 
ices industries, 1981. [Honolulu] 1983. iv, 199 p. 

83-623332 


- 416 - 

LAWS, STATUTES, ETC. State of Hawaii Child labor 
law and related administrative rules. [Honolulu] 
Dept. of Labor and Industrial Relations, Enforce- 
ment Division, 1983, 23 p. 83-623273 

- 417 - 

LAWS, STATUTES, ETC. State of Hawaii, Wage and 
hour law, Chapter 387, Hawaii revised statutes. 
[Honolulu] Dept, of Labor and Industrial [Relations] 
Enforcement Division, 1983, 15 p, 

- 418 - 

LAWS, STATUTES, ETC. Statewide traffic code, 
Chapter 291C, Hawaii revised statutes. Rev. 
[Honolulu] Motor Vehicle Safety Office, 1982. 

40 p. 


- 419 - 

OFFICE OF THE OMBUDSMAN. Investigation of alle- 
gations of the use of unreasonable force against in- 
mates during the shakedown of the Oahu Community 
Correctional Center from December 14 through 
December 18, 1981. [Honolulu] 1983. vi, 149 p. 
ill. 

- 420 - 

PUBLIC EMPLOYMENT RELATIONS BOARD, Annual 
report to the...Governor of the State of Hawaii. 
1982/83. [Honolulu] 361. 


Report year ends June 30, 74-648923 


STATE BOARD FOR VOCATIONAL EDUCATION, 
Office of the State Director for Vocational Education. 
Research Coordinating Unit. Alternative strategies 
to improve and expand the delivery of vocational edu- 
cation in small, rural, and/or isolated secondary 
schools in Hawaii, Honolulu, 1983, i, 77 p. 


- 422 

STATE LIBRARY, Honolulu, Hawaii and the Pacific 
Section. Index to the Honolulu Advertiser and 
Honolulu Star-Bulletin, 1982, Indexed by Joyce 
Miyamoto, Alice Taber [and] Clarissa Sin, |Hono- 
lulu} 350 p. annual. 70-15504 


UNIVERSITY OF HAWAII AT MANOA, Hawaii Institute 
of Tropical Agriculture and Human Resources. 
Research report, [Honolulu] 


- 423 - 

214, The use of nursery culture to enhance storage 
and crop performance of planting materials in 
taro production in Hawaii [by] Humphrey C, Ezu- 
mah and Donald L. Plucknett, [1981] 16 p. 

ill. 
Free to Hawaii residents from county agents. 
81-13181 
UNIVERSITY OF HAWAII AT MANOA. Youth Develop- 
ment and Research Center, Report, Honolulu. 
- 424- 

288, Proceedings, "Alternatives to incarceration:" 
a symposium and worksh9p of the Senate Judiciary 
Committee, twelfth Legislature, State of Hawaii 
[held] March 19, 1983 |at]...Honolulu, Hawaii. 
1983, ii, 54p. 


- 425 - 
289. Report of activities, FY 1982-83, 1983, 
T1p. 
IDAHO 


Water resources data, Idaho” Vol. 2, Upper 
Columbia River Basin and Snake River Basin below 
King Hill. 1981/82. By R. W. Harper [and 
others] Prepared [by U. S. Geological Survey, 
Water Resources Division] in cooperation with the 
State of Idaho and with other agencies. [Boise] 

x. 291p. ill, annual, (U.S. Geological Survey. 
Water-data report LD- 82-2) 

Report year ends Sept. 30. 

For sale by: National Technical Information 
Service, Springfield, VA 22161. 


USGS/WRD/HD/82/065. 68-60771 


- 427 - 
BOISE STATE UNIVERSITY. Office of Student Special 
Services. Student handbook, 1983784, TBotse] 


47 p. ill. annual. 


- 428 - 
DEPT. OF EMPLOYMENT. [Planning| Research, and 
Evaluation Bureau. Annual planning report. Idaho. 


[Boise] Sp. iL 81-640212 


- 429 - 
LEGISLATURE. Legislative [Fiscal] Office. 
Idaho legislative fiscal report. . |Boise] 
ii, 208p. ill, annual. 76-642332 


- 430 - 

[STATE | DEPT. OF EDUCATION. Idaho educational 
directory. 1983/84. Compiled by the Division of 
Finance and Administration. Boise. 88 p. 
annual. 49-38324 


- 431- 
[STATE] DEPT. OF EDUCATION. Driver Education 
Division. Idaho driver education annual report. 
[Boise] i, 11p. 79-646618 


ILLINOIS 


- 432 - 
BOARD OF HIGHER EDUCATION. Data book on 
Illinois higher education. 10th; May 1983, 
[Springfield] x. 234p. annual. 75-643784 


COMMISSION ON INTERGOVERNMENTAL COOPERA- 
TION. The Illinois infrastructure: conditions and 
fiscal outlook. Prepared for the General Assembly. 
|Springfield] 1983, v, 122p. ill, 

Issued in cooperation with Economic and Fiscal 
Commission. 83-623442 


- 434 - 
DEPT. OF AGRICULTURE. The Illinois farmland 
protection policy [by Brian Fairchild and James D. 
Riggle. Springfield, 1982] 24p. ill 


DEPT. OF AGRICULTURE." voluntary lime- 
stone program producer information. [Springfie!u] 
1983. 9p. 

Issued in cooperation with Dept. of Transportation, 


~ 436 - 
DEPT. OF AGRICULTURE. International marketing. 
[Springfield, n.d.] folder. 


- 437 - 

DEPT. OF AGRICULTURE. Division of Natural Re- 
sources. 1983 Illinois soil and water conservation 
district directorv. (Springfield, n.d.] 21 p. 

Issued in cvoperation with the Association of 
Illinois Svil and Conservation Districts. 


- 438 - 

[DEPT. OF AGRICULTURE. Division of Natural Re- 
sources} Soil and water conservation districts and 
implement dealers, (Springfield, n.d.] 20 p. 


- 439 - 

DEPT. OF AGRICULTURE. Division of Natural Re- 
sources. State erosion & sediment control guide- 
lines as adopted April 18. 1980. (Springfield, 
1982] 10p. 


DEPT, OF COMMERCE AND COMMUNITY AFFAIRS. 
[Economic profile of ... counties, Springfield, 
n.d.] 6 sheets 10.5 x 15cm. (microfiche) 

Title from header. 


DEPT. OF COMMERCE AND COMMUNITY AFFAIRS. 
Illinois regional planning agency directory. 1982. 
Prepared by the regional planning directors of 
Illinois and the Illinois Association of Regional 
Councils. [Springfield] 2 sheets 10.5 x 15 cm. 
(microfiche) ill. 


442 - 
DEPT. OF COMMERCE AND COMMUNITY AFFAIRS. 
Community Energy Conservation Program, It's 
smart to recycle. (Springfield, 1983. 2]p. ill. 


- 443 - 

DEPT. OF ENERGY AND NATURAL RESOURCES. 
Illinois energy plan. [Vol. 7] A survey of utility 
energy-efficiency investment programs. [Spring- 
field, 1982] xv. 96, 4p. + 

On cover: Draft. 


- 444- 

DEPT. OF ENERGY AND NATURAL RESOURCES. 
Illinois energy plan. Vol. 8. Options for energy 
efficiency in the residential sector in Illinois: 
1983-2000. [Springfield] 1983. 2v. ill, 

Vol, 2 has also a distinctive title: Appendices. 
83-623440 


93 ¢ 


445 - 

DEPT. OF ENERGY AND NATURAL RESOURCES. 
[Illinois energy plan. Vol. 9] Regulatory issues 
and the natural gas industry in Illinois. ([Spring- 
field] 1983. iii, 76, A29. B20p. ill 

83-623441 
~ 446 - 


DEPT. OF LABOR. Prevailing wage reporting 
system. [Springfield] 1983. 1 sheet 10.5 x 15 cm. 
(microfiche) 


- 447 - 

DEPT. OF PUBLIC AID. hid to families with depen- 
dent children, Illinois Department of Public Aid. 
(Springfield, n.d.] 11 p. ill. (Its DPA 586 
(R-6-83)) 

448 - 


DEPT. OF PUBLIC AID. Food stamp program. 
[Springfield, 1983] 2p. (Its DPA 124 (R-7-83)) 


DEPT. OF PUBLIC AID. 4 health for kids. 
medichek. (Springfield, n.d.| folder. ill. 
(Its DPA 1123 (R-3-83)) 


- 450 - 
DEPT. OF PUBLIC AID. Medical assistance, [Illinois 
Department of Public Aid. [Springfield, n.d. | 
llp. (Its DPA 591 (R-5-83)) 


- 451 - 

DEPT. OF TRANSPORTATION. Why take a chance? 
Protect your child's life. [Prepared in cooperation 
with the National Highway Traffic Safety Adminis- 
tration. Springfield. n.d. 2] p. 

- 452 - 
[DIVISION OF AGRICULTURAL INDUSTRY REGULA- 


TION| Bureau of Products Inspection and Standards. 


Rules and regulations relating to the handling of 
anhydrous ammonia and low pressure nitrogen 
solutions, equipment containers,and storage facili- 
ties. Springfield. 1982. 36 p. 

- 453 - 

DIVISION OF LAND POLLUTION CONTROL. Pre- 
liminary Division of Land Pollution Control program 
plan, Federal fiscal year 1984. [Springfield] 1983. 
i 158p. iL 

Cover title: Land pollution control program plan; 
fiscal year 1984, preliminary. 


454 - 

DIVISION OF WATER POLLUTION CONTROL. 1983 
Illinois water quality management plan hearings: 
responsiveness summary. Springfield, 1983. 

33 p. 


- 455 - 

DIVISION OF WATER POLLUTION CONTROL. Pre- 
liminary water pollution control program plan, 
Federal fiscal year 1984, [Springfield| 1983. 
various pagings. ill. 

Cover title: Water pollution control program 
plan, fiscal year 1984; preliminary. 


~ 456 - 
f£..NIC HERITAGE COMMISSION. Biennial report. 
1983. [Chicago] 18p. ill. 
Commission created by Public act 81-11'6 


- 457 - 
FARM ELECTRIFICATION COUNCIL. 1983-1984 
directory [by Paul W. Benson. Urbana, n.d. | 
41 p. 


- 458 - 
HOUSING DEVELOPMENT AUTHORITY. Annual 
report. 1981/82. [Chicago] 40p. ill. 
73-641041 


ILLINOIS STATE UNIVERSITY, Normal. Midwestern 
Archeological Research Center. Research report. 


TNormal] 


5. Report of testing at the Coiumbia Quarry Site, 
11-S-629, in FAI-255 Borrow Pit 12, Extension 
3, St. Clair County. Illinois by Allan R. 
Westover, Mark E, Esarey [and] Joseph S. 
Phillippe. Edward B. Jelks, principal investi- 
gator. Survey and testing conducted under the 
auspices of the Illinois Archaeological Survey in 
cooperation with the Federal Highway Adminis- 
tration /and] the Illinois Dept. of Transpor- 
tation. 1983. vi, 371. ill 83-623533 


- 460 - 

LAWS, STATUTES, ETC. filinois soil and water 
conservation districts act. Springfield, Dept. of 
Agriculture, Division of Natural Resources, 1982. 
19 


LAWS, STATUTES, ETC. ‘the School code of Illinois, 
1983. [Springfield, State Board of Education, 
1983] xliii, 331 p. 
Printed by West Publishing Co. 
On cover: 1283-1683, a century of progress in 
Illinois schools. 


- 462 - 
LEGISLATIVE INFORMATION SYSTEM. Final status 
of all legislation, 82nd General Assembly. [Spring- 
field] 1983, 136 p. 83-623486 


NATURAL HISTORY SURVEY DIVISION. Bulletin. 
Champaign. 
Single copy free. 


. 33, article 1, The digtera, or true flies of 
Illinois. [Pt.]1. Tabanidae [by] L. L. Pechu- 
man, Donald W. Webb [and] H. J. Teskey. 

1983. 122p. ill. 83- 623398 


. 33, article 2, An annatated bibliography of the 
Illinois herpetological literature 1960-1980, and 
an updated checklist of species of the State [by] 
Michael A. Morris, Richard S. Funk [and] 
Philip W. Smith. 1983, 123-138 p, 

83-623399 


- 465 - 

NORTHEASTERN ILLINOIS [METROPOLITAN AREA } 
PLANNING COMMISSION. Annual report. 
1978-79, 1981. |Chicago| 2v. ill. 

1978-79 ed. is combined report. 


465-7877 


NORTHERN ILLINOIS UNIVERSITY, DeKalb. Center 
for Southeast Asian Studies. Occasional paper. 
| DeKalb] 


10. Resettlement of A refugees in the 
United States: a selective and annotated bibliog- 
raphy [by] Lawrence F. Ashmun. 1983. 

v, 212 p, (Its Mcnograph series on Southeast 
Asia) 
Dist-ibuted by the Cellar Book Shop, 
18099 Wyoming, Detroit, Mich. 48221. 
83-623534 


ILLINOIS 
24 


467 - 

[OF FICE OF EDUCATION] LCept. of Planning Re- 
search, and Evaluation. Program Evaluation and 
Assessment Section. Individualized education pro- 
gram: self-audit. [Springfield] 1981. 26 p. 

Issued in cooperation with Dept. of Specialized 
Educational Services, Program Approval Section, 
Office of Education. 


- 468 - 

[OFFICE OF THE] COMPTROLLER. State of Illinois 
comprehensive annual financial report. 1981/82. 
[Springfield] xiv, 180 ill. 

Report year ends June 30. 


- 469 - 

[OFFICE OF THE] SECRETARY OF STATE. Index 
Dept. Rules Division. Rules on rules, 1 Ill. 
Adm. code 160. Springfield [1982] 1 sheet 
10.5 x 15 cm. (microfiche) 


- 470 - 
PRISONER REVIEW BOARD. Annual report. Ist; 
1978/79. Springfield. unpaged, 
Report year ends Jan. 1, 


SOUTHERN ILLINOIS UNIVERSITY, Carbondale. 
Center for Archaeological Investigations. Research 
paper. [Carbondale | 


36. Excavations on Black iien, 1981: a descriptive 
report. Edited by F. E. Smiley, Deborah L. 
Nichols, and Peter P. Andrew. [c1983] 
xxii, 538 p. ill. 
Title on spine: Black Mesa, 1981. 
$18.00 plus $1.00 postage; 5 percent sales 
tax for Illinois residents; available from: Publi- 
cations Dept. , Center for Archaeological Investi- 
gations, Southern Illinois University at 
Carbondale, Carbondale, IL 62901. 


83- 623552 


40. Archaeological aA at the Milar Site, 
Alexander County, Illinois, by Charles R. Cobb 
and Richard W. Jefferies. Richard W. Jefferies, 
principal investigator. Testing conducted under 
the auspices of the Federal Highway Administra- 
tion and the Illinois Dept. of Transportation. 

1983 [c1982] viii, 541. ill. 


Title on spine: The Milar Site. 83-6234 50 


41, Archaeological at tae Riebling 
Site #1, Monroe County, Illinois, by Michael S. 
Nassaney. Richard W. Jefferies, principal 
investigator. Testing conducted under the 
auspices of the Federal Highway Administration 
and the Illinois Dept. of Transportation. 1983. 
viii, 551. ill, 


Title on spine: The Riebling Sit. 83-623451 


STATE BOARD OF EDUCATION. Agricultural] land: 
is our food factory in danger? [Springfield 1983] 
8p. ill. 


- 475 - 
STATE COUNCIL ON NUTRITION. The road to 
healthy pregnancy. ([Springfield, n.d.] folder. 


STATE LIBRARY, Springfield. Report. Springfield. 


7. A review and evaluation'ot the Illinois State 
Library scholarship program: 1961-1980, by 
Jeanette M. Drone. 1983. iii. 119 p. 


83-623443 


- 477 - 

STATE LIBRARY, Springfield. Administrative Code 
Unit. Administrative code style manual. Spring- 
field |1982] 1 sheet 10.5 x 15 cm. (microfiche) 

STATE MUSEUM, Springfield, Scientific papers. 
Springfield. 


478 - 
v. 18. An atlas of early maps of the American 
Midwest, compiled by W. Raymond Wood. 
1983. 26 pieces in portfolio. ill. 


- 479 - 

STATE WATER SURVEY DIVISION. Acid rain: what 
do we know? By Elisabeth Panttaja Siebel with the 
cooperation of Richard G, Semonin. [Champaign, 
1981] ill 


STATE WATER SURVEY DIVISION. Erosion and 
sedimentation: a threat to our water resources, by 
Gail Taylor with the cooperation of Water Survey 
scientists. [Champaign, 1983] 11p. ill. 


« 

STATE WATER SURVEY Division. Illinois State 
Water Survey floodplain information assistance. 
Champaign [1983] 8 p. 

- 482 - 

TEACHERS' RETIREMENT SYSTEM. TRS facts; 
information for retired teachers. [Springfield, 
n.d.] folder. 

UNIVERSITY OF ILLINOIS, Urbana. Computer-Based 


Education Research Laboratory. CERL report. 
TUrbana | 


- 483 - 
E-27. Tie PCP SYS IV management system: educa- 
tional overview [by] Martin A. Siegel [and] 
Dennis M. Davis. 1983. 16p. jj. 


- 484 - 
E-28. The PCP SYS IV management system: tech- 
nical overview [by] John T. Bryan [and] 
J. Michael Felty, 1983. 14p. 


- 485 - 
E-29, The PCP SYS IV management system: imple- 
mentation and training overview [by] Dorothy Z. 
Silver [and] Elizabeth J. Clapp. 1983. 10). + 


UNIVERSITY OF ILLINOIS, Urbana. Dept. of Com- 
puter Science. Report. Urbana. 


- 486 - 

UIUCDCS-R- 82-1104, Interactive cell editor: a 
symbolic editor for NMOS gate cells, by 
Franklin Lee Wong. 1982. v, 103 p,_ ill. 

Thesis (M.S. ) 
UILU-ENG 82 1742, 


UICDCS-R-82-1113. in automated theorem 
proving and program generation, by Jieh Hsiang. 
1983. 2, v, 126p. ill. 

Thesis. 


UILU-ENG 82 1740. 83-623444 


ILLINOIS 
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- 488 - 

UIUCDCS-R-82-1114. A user's manual for 
AURICAL: A Universal Relation Implementation 
via CodAsyL, by Huei-huang Chen [and others] 
1982. iv, 34 p. 

UILU-ENG 82 1744. 83-623445 


UIUCDCS-R- 82-1118. subroutine ex- 
pander for parafrase, by Christopher Alan 
Huson. 1982, iii, 54p. ill 

Thesis (M. S. ) 
UILU-ENG 82 1746, 
9 


UIUCDCS-R- 82-1119. S-K reduction engine for an 
applicative language, by Thomas Sear Clark. 
1982, iv, 63 p. iil 

Thesis (M. S. ) 
UILU-ENG 82 1741. 


UIUCDCS-R-83-1122. A Races and methodology of 
inductive learning. by Ryszard S, Michalski. 
1983, 93p. ilL 

UILU-ENG 83 1702. 83-623446 


UIUCDCS-R-83- 1123. bisects of a large 
scale multiprocessor, by Danile Gajski [and 
others} 1983. ii 31p. ill (Its Cedar 
document no. 5) , 

UILU-ENG 83 1704. 83-623447 


UIUCDCS-R- 83-1124. experiments with 
the massively parallel processor, by 
E. J. Gallopoulos and S. D. McEwan. [1983] 
ii, 20p. 
UILU-ENG 83 1705. 83-623448 


- 494 - 

UIUCDCS-R- 83-1126. Reliable synchronization in 
computer networks, by Ray Cheng and Jane W. S. 
Liu. 1983. 26p. ill 

UILU-ENG 83 1706. 83-623449 


- 495 - 
UIUCDCS-R-83-1127. IBL - a language for 
abstract and geometric VLSI layout, by 
Steven Thomas Healey. 1983. iv, 43p._ ill. 
Thesis (M. S. ) 
UILU-ENG 83 1707. 


INDIANA 


- 496 - 


GENERAL ASSEMBLY. Index to House and Senate 
journals. 103d: Ist regular session: Nov. 16, 1982/ 


Apr. 15, 1983. [Indianapolis] 355 p. 
Includes special session for Dec. 6 to 
Dec. 15. 1982. 80- 641022 


- 497 - 


GENERAL ASSEMBLY. House of Representatives, 


Journal. 103d: Ist regular session; Nov. 16, 1982 
Apr. 15, 1983. [Indianapolis] 2 v. 

Includes special session for Dec. 6 to 
Dec. 16. 1982. 53-24125 


~ 498 - 


GENERAL ASSEMBLY. Senate. Journal. 103d; 


Ist regular session; Nov. 16, 1982/Apr. 15, 1983. 
|Indianapolis}] 2 v. 

Includes special session for Dec. 6 to 
Dec. 16, 1982, 53- 24123 


- 499 - 

INDIANA STATE UNIVERSITY, Terre Haute. Papers 
of the Dictionary Society of North America, 1981. 
Edited by Yeatman Anderson III. [lsted. Pre- 
pared for] the Dictionary Society of North America. 
[Terre Haute, c1983] v, 114p. ill. 83-623452 

PURDUE UNIVERSITY, Lafayette. Credit Research 
Center. Monograph. [West Lafayette] 


- 500 - 

26. Indexing consumer credit rate ceilings [by 
Robert W. Johnson and Richard L. Peterson] 
1983. ix, 65p. ill 83-623453 


PURDUE UNIVERSITY, Lafayette. Engineering 


Experiment Station. Joint Highway Research 
Project. [Report] West Lafayette. 


- 501 - 

JHRP-82/7. The establishment of prairie species 
along roadsides; interim report, by John B, 
Masiunas [and] Philip L. Carpenter. Conducted 
in cooperation with the Dept. of Highways and the 
Federal Highway Administration. 1982. 

iv, 421 ill 
Available from: National Technical Information 
Service, Springfield, Virginia 22161. 
FHW4A/IN/JHRP- 82/7. 
- 502 - 

JHRP-82/17. "Effects of pore size distribution on 
permeability and frost susceptibility of selected 
subgrade materials;" final report. by L. E. 
Wood, A. G. Altschaeffl [and] C. W. Lovell. 
Conducted in cooperation with the Dept. of High- 
ways and the Federal Highway Administration. 
Rev. 1983. viii, 301, 

Available from: National Technical Information 
Service, Springfield, Virginia 22161. 
FHW4A/IN/JHRP- 82/17. 


- 

JHR P- 82/18. Testatenen to increase survival of 
new highway plantings (seeding portion); final 
report, by Philip L. Carpenter and John B, 
Masiunas. Conducted in cooperation with the 
Dept. of Highways and the Federal Highway 
Administration, Rev. 1983. viii, 47 1. 

Available from: National Technical Information 
Service, Springfield. Virginia. 22161. 
FHWA/IN/JHRP- 82/18. 
- 504 - 

JHRP- 82/20. Chemical mowing: a new maintenance 
concept for Indiana roadsides; final summary 
report. by D. James Morre. Conducted in 
cooperation with the Dept. of Highways and the 
Federal Highway Administration. 1982. 

viii. 1101. ilL 
Available from: National Technical Information 
Service, Springfield, VA 22161. 
FHWA/IN/JHRP- 82/20. 
- 505 - 

JHRP-82/21, Fabric reinforced embankments 
constructed on weak foundations; final report, 
by Eva Boutrup and Robert D. Holtz. Conducted 
in cooperation with the Dept. of Highways and 
Federal Highway Administration. 1983. 

xi, 2491 il. 

Available from: National Technical Information 
Service, Springfield, Virginia 22161. 

FHWA /IN/JHRP- 82/21. 


- 506 - 
JHRP- 83/6, Controlling movements of embank- 
ments over peats and marls; final report, by 
H. Allen Gruen, Jr. and C. W. Lovell. Con- 
ducted in cooperation with Dept. of Highways. 
1983. xviii, 163 1. ill. 
IN/JHRP- 83/6. 


JHRP-83/8, An of contract claims 
for Indiana highway construction projects; final 
report, by Karen Denise Berg. Conducted in 
cooperation with the Dept. of Highways. 1983. 
viii 1101 ill 
- 508 - 
PURDUE UNIVERSITY, Lafayette. Materials 
Sciences Council. Progress report on materials 
Sciences research, 22d; 1982/83. [West Lafayette, 
viii, 231 p. ill. annual, 


IOWA 


- 509 - 
AUDITOR OF STATE. Annual report of the industrial 
loan companies of Iowa. 23d; 1982. Des Moines, 
ill 76-642842 


- 510 - 
AUDITOR OF STATE. Report of the condition of 
savings and loan associations. 87th; 1982. Des 
Moines. 54p. ill. annual. 56- 23866 


COMMISSION FOR THE BLIND” Annual report. 
1980/81. Des Moines, 23p._ ill. 


Report year ends June 30. 65-64462 


- §12- 
CONSERVATION COMMISSION. Lake Wapello State 
Park. [Des Moines, n.d.| folder. ill. 


- 513 - 
CRIME COMMISSION. Iowa criminal law handbook. 
Editor: Richard L. Cleland, 1983 ed. [Des 
Moines, 1983] 838 p. 83-623480 


- 514- 
DEPT. OF JOB SERVICE. The Cedar Rapids (Linn 
County) wage survey. Cedar Rapids, 1983. 
77 p. + 
Cover title: Wage survey; Cedar Rapids labor 
area. Linn County. 1983. 


- 515 - 

DEPT. OF JOB SERVICE. Research and Analysis 
Dept. A resource handbook of facts and figures: a 
guide to Iowa Department of Job Service statistics 
and other statistics. Des Moines. 1983. iii, 207 p. 

83-6234 56 


- 516 - 

DEPT. OF REVENUE. Research and Management 
Services Division. lowa corporation income and 
franchise tax report. 1982. Des Moines. 55 p. 
ill. 


DEPT. OF SUBSTANCE ABUSE. Iowa comprehensive 
State plan for substance abuse. 1983/84. Des 
Moines, 43p. ill. annual, 


DIVISION OF STATE HISTORICAL SOCIETY. Iowa 


history sources. [Des Moines] 


- 518- 

3. Directory of 19th century Iowa architects, com- 
piled by Alan M. Schroder. Loren N. Horton, 
series editor. William Silag, senior editor. 
c1982, vi, 58p. ill. 83 -623454 


GEOLOGICAL SURVEY. Water-supply bulletin, 
Iowa City. 


- 519 - 

13. Hydrogeology and stratigraphy cf the Dakota 
Formation in northwest Iowa |by| J. 4. Munter. 
G. A. Ludvigson [and] B. J. Bunker. 1983. 
vii, 55p. 


- 520 - 

GOVERNOR'S HIGHWAY SAFETY OFFICE. Alcohol- 
related fatal crash study, Iowa, 1981, [Prepared 
in cooperation with the National Highway Traffic 
Safety Administration and Federal Highway Adminis- 
tration] Des Moines [n.d.] 18 p. 83-623459 


GOVERNOR'S HIGHWAY SAFETY OFFICE. Crash 
research and statistical history, Iowa, 1980-1981, 
[Prepared in cooperation with the National Highway 
Traffic Safety Administration and Federal Highway 
Administration] Des Moines [n.d.| v, 85 p. ill. 


83-623455 


- 522 - 

HIGHWAY DIVISION. Office of Materials. Evalua- 
tion of dense bridge floor concrete using high range 
water reducer (superplasticizer); lowa Highway 
Research Board, project HR-192, final report, by 
Richard D, Smith, Ames, 1983. 17p. ill 


HIGHWAY DIVISION. Materials. Experi- 
mental use of calcium magnesium acetate; final 
report, Iowa Highway Research Board, research 
= HR-253, by Max Sheeler. Ames, 1983. 

5p ill 


HIGHWAY DIVISION. ‘of Materials. Longitu- 
dinal grinding and transverse grooving to improve 
frictional and profile properties, project HR- 1035, 
by Richard D, Smith, Ames, 1983. llp. ill 


- 525 - 
INSURANCE DEPT. Annual report. 
Des Moines. 176 p. 


114th; 1982. 
46- 43626 


- 526 - 

IOWA STATE UNIVERSITY |OF SCIENCE AND TECH- 
NOLOGY] Ames.  Student-athlete academic hand- 
book, 1983, Iowa State University, by Gerald §S, 
Gurney. |[Ames. n.d.| 43 p. ill, 


- 527 - 

IOWA STATE UNIVERSITY [OF SCIENCE AND TECH- 
NOLOGY]4Ames. College of Sciences and Humani- 
ties. Career Development Office. 1983-84 — 
placement handbook, sciences and humanities. 
Ames, 1983. T7lp. ill 

Issued in cooperation with Placement Office, 
College of Sciences and Humanities, Iowa State 
University. 


IOWA 
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IOWA 


IOWA STATE UNIVERSITY OF SCIENCE AND TECH- 
NOLOGY, Ames. Cooperative Extension Service. 
AS. Ames, 


~ 528 - 
439. Starting purchased feeder pigs [by] Michael C. 
Brumm [and others] Rev. 1983. [2] p. 
(Pork industry handbook; management. PIH-20) 


469. External parasite p.m |by | James McKean. 
Jerry DeWitt [and] Sharron Quisenberry. Rev. 
1983. 3p. ill (Pork industry handbook; 
herd health, PIH-40) 


540. The structure of the W. S. pork industry [by] 
V. James Rhodes [and] Glenn Grimes. 1983. 
[2] p. (Pork industry handbook; marketing. 
PIH- 85) 
IOWA STATE UNIVERSITY OF SCIENCE AND TECH- 
NOLOGY, Ames. Cooperative Extension Service. 
CE. Ames. 


- 531- 
1854. Annual fertilizer and AG Chemical Dealers 
Conference [held] Des Moines, Iowa. 35th; 
1983. 35. 52p. + ill. 


IOWA STATE UNIVERSITY |OF SCIENCE AND TECH- 
NOLOGY] Ames. Cooperative Extension Service. 
CRD. Ames. 


- 532 - 
194, Financial management programs for Iowa 
local government. 1983. 4p. 
IOWA STATE UNIVERSITY OF SCIENCE AND TECH- 
NOLOGY, Ames. Cooperative Extension Service. 
4-H. Ames. 


- 533 - 
200. 4-H project selection guide. 1983. [8] p. 
ill, 
- 534 - 
635. Celebrate art. 4-H visual art unit 1 [by 
JaneAnn Stout, Roy Hougen, and Melva L. 
Berkland] 1983. 36p. ill. 


- 535 - 
810. 4-H Ding Darling soil water wildlife project 
[by Iowa 4-H and youth programs staff] 1983. 
30 p. ill, 


IOWA STATE UNIVERSITY OF SCIENCE AND TECH- 
NOLOGY, Ames. Cooperative Extension Service. 
FM. Ames, 


- 536 - 
1790. 1982 family living expenditures of 106 Iowa 
farm families, Rev. 1983. [2]p. ill. 


- 537 - 

IOWA STATE UNIVERSITY ior SCIENCE AND TECH- 
NOLOGY] Ames. Cooperative Extension Service. 
Iowa 4-H leader focus{by Melva L. Berkland and 
others. Ames, nd.| 4p. ill. 


IOWA STATE UNIVERSITY OF SCIENCE AND TECH- 
NOLOGY. Ames. Cooperative Extension Service. 
Pm. Ames, 


- 538 - 
362, Finishing exterior wood surfaces, prepared 
by Dean R. Prestemon. Rev. folder. ill. 
(its Wood use) 


- 539 - 
634. Preserve it right: canning, freezing, pickling 
green beans [by Phyllis Olson] Rev. 1983. 
[2] p. 


- 540 - 
862. Feeding your baby Toy Elisabeth Schafer and 
Diane Nelson] Rev. 1983. folder. 


1033, Selection and use 1 seservative-treated 
wood. prepared by Dean R. Prestemon. Rev. 
1983. [3]p. ill. (Its Wood use) 

- 542 - 

1034. Active solar collectors — are they a good 
investment? Prepared by Laurent Hodges |and 
others| Rev. 1983. 3p. ill. 


- 543 - 
1106. Soil judging in Iowa Toy Gerald A. Miller] 
1983. 17p. ill. 


- 544 - 
1109. Caring about kids: takling to children about 
death [by Marilyn Sargent] 1983. 16p. ill. 
~ 545 - 
1112a. Heart disease: you can do something about 
it; program guide [by Katherine Munsen] 1983. 
[4] p. 


- 546 - 

1112b. Heart disease: you can do something about 
it; publications listing, prepared by Katherine 
Munsen. 1983, [1] 

1114. lowa farmers’ evaluation of community serv- 
ices, prepared by Paul Lasley and Jack Geller. 
1983. 8p. ill. 


IOWA STATE UNIVERSITY OF SCIENCE AND TECH- 
NOLOGY, Ames. Cooperative Extension Service. 
WL. Ames, 


- 548 - 
48. Wild turkeys in Iowa's private woodlands, pre- 
pared by Gaylan B. Crim. 1983, [4]p._ ill. 
- 549 - 
49. Wildlife needs that dead tree, prepared by 
Jewel Bennett. 1983. [4]p. ill 


- 550 - 

IOWA STATE UNIVERSITY [OF SCIENCE AND TECH- 
NOLOGY]Ames. Engineering Extension Service. 
Spread- sheet analysis: a study guide to accompany 
a video tape (same title) from the series Effective 
use of small computers, by Terry A. Smay. 
|Ames|c1983. 71. 201 


- 551 - 

IOWA STATE UNIVERSITY |OF SCIENCE AND TECH- 
NOLOGY|Ames. Graduate College. Graduate 
student handbook; guidelines and procedures, Iowa 
State University. [Ames, n.d. | iii, 77 p. 

Cover title: Graduate student handbook, Iowa 
State University, 1983-84, 


- 552 - 

IOWA STATE UNIVERSITY |OF SCIENCE AND TECH- 
NOLOGY] Ames. Office [of] Admissions. Iowa 
State University, 1984/85 information and applica- 
tion for prospective graduate students. |Ames, 
32p. ill 


- 553 - 

IOWA STATE UNIVERSITY iOF SCIENCE AND TECH- 
NOLOGY] Ames. Office of the Vice President for 
Academic Affairs. lowa State University profes- 
sional and scientific handbook. [Ames, 1983] 44 p. 
ill. 


IOWA STATE UNIVERSITY [OF SCIENCE AND TECH- 

NOLOGY] Ames. Publications Office. ISU infor- 

mation handbook, 1983. [Ames, n.d.| 88p._ ill. 
Issued in cooperation with the Office of Student 

Life. ons 

LAWS, STATUTES, ETC. Index to the Code of Iowa, 

1983. Serge Garrison, acting code editor. 

Wayne A. Faupel, code consultant. Phyllis Barry, 

deputy code editor. [Des Moines, 1982] 681 p. 
Title on spine: Code of Iowa in Iowa index. 

83-621256 


- 556 - 
MERIT gg DEPT. | Annual report. 
1982/83. [Des Moines. 7] 1. 


- 557 - 

OFFICE FOR CRIMINAL AND JUVENILE JUSTICE 
PLANNING. Statistical Analysis Center, The 
impact of objective parole criteria on parole re- 
lease rates and public protection, an analysis of the 
application of the "parole guidelines system"' to 
parole release decision-making; final report to the 
General Assembly of Iowa. [Des Moines] Statisti- 
cal Analysis Center. Office for Criminal and 
Juvenile Justice Planning, Office for Planning and 
Programming, 1983. iii, 89p. ill. 


83-623457 


OFFICE OF CITIZENS' AIDE/OMBUDSMAN. Critical 
report. [Des Moines] 
- 558 - 

83-1. Investigation of complaints alleging inappro- 
priate use of physical force against students in 
the Madrid community school system [by 
William P. Angrick II] 1983. 31, 7. 51. 


- 559 - 

OFFICE OF CITIZENS' AIDE OMBUDSMAN. Office 
of Citizens' Aide/Ombudsman, State of lowa— 
dedicated to making good government better. 

[Des Moines, n.d. | folder. 


~ 560 - 
OFFICE OF THE GOVERNOR. State of Iowa coordina- 
tion and special services JTPA plan, October 1 
1983 thru June 30, 1985. [Des Moines, 1983] 
46 p. 


- 561 - 
OFFICE OF TRANSPORTATION INVENTORY. 1982 
airport operations survey. [Ames] 1983. 133 p. 


ill, 83 -623458 


OFFICE OF TRANSPORTATION INVENTORY. Iowa 
permanent continuous automatic traffic recorder 
data. 1973 - 1982. Prepared in cooperation with 
Federal Highway Administration. [Ames] 1983. 
ii, 390 p. ill. 


- 563 - 
OFFICE OF TRANSPORTATION INVENTORY. Iowa 
urban areas population of 5000 and over. [Ames] 
1982, ill 83-623439 


- 564 - 

OFFICE OF TRANSPORTATION INVENTORY. Verti- 
cal clearance restrictions on primary roads and 
primary road extensions, State of Iowa. [Prepared 
in cooperation with the Federal Highway Administra- 
tion. Ames] 1983. 38, A40p. ill 


OFFICE OF TRA NSPORTATION INVENTORY. 
Volume of traffic on the primary road system of 
Iowa. 1982. Prepared in cooperation with the 
Federal Highway Administration. [Ames] 343 p. 
ill, biennial. 

$12, 50. 


566 - 

STATE BOARD OF ENGINEERING EXAMINERS. 
Report. 63d; 1981/82. Des Moines. 123 p._ ill. 
annual. 

Report year ends June 30, 


- 567 - 
[STATE] DEPT. OF TRANSPORTATION. Fiscal 
year 1984-1988, regional transit development plan 
for Region Six, prepared by Region Six Planning 
Commission, [Ames] 1983. various pagings. 
ill, 
Cover title: Region 6 regional transit development 
plan, FY 1984-88, 


- 568 - 

[STATE] DEPT. OF TRANSPORTATION, Planning 
Region 10. regional transit development plan update 
for fiscal years FY84- FY88, prepared by East 
Central Council of Governments. [Ames, 1983] 
vi, 112, 1127, 11112, IV20, V13 il 

Cover title: East central Iowa transit develop- 
ment update, F Y84-- 88, 


- 569 - 
[STATE] DEPT. OF TRANSPORTATION. Southwest 
Iowa commuter study [by Southwest Iowa Planning 
Council. [Ames, 1983] 24p. ill. 


- 570 - 

[STATE] DEPT. OF TRANSPORTATION. Traffic 
signal inventory system, prepared by Johnson, 
Brickell, Mulcahy, and Associates, Inc. Ames, 
1982, 181. + 


UNIVERSITY OF IOWA, lows City. Family housing. 
[Iowa City, n.d.] unpaged. ill. 


- 572 - 

UNIVERSITY OF IOWA, Iowa City. The University of 
O-W-A special support services, informatidén for 
prospective undergraduate students. [Iowa City. 
nd.} folder. ill 


- 573 - 

UNIVERSITY OF IOWA, Iowa City. Dept. of Econom- 
ics. Graduate programs in economics at the 
University of lowa, 1982-83. flowa City, n.d. 
15p. ill. 


- 574- 

UNIVERSITY OF IOWA, Iowa dity. Hospitals and 
Clinics. Dept. of Nursing. EENT Division, 
Instructions for the patient having an enucleation or 
evisceration, [Prepared in cooperation with the 
Dept. of Ophthalmology] Iowa City [1983] 10 p, 
ill, (Its EENT-44-RO- 1983) 


- 575 - 
UNIVERSITY OF IOWA, Iowa City. Office of Admis- 
sions. The University of Iowa. [Iowa City, n.d. | 
folder. ill. 


- 576 - 
UNIVERSITY OF NORTHERN IOWA, Cedar Falls. 
Office of Admissions. You count! [Cedar Falls, 
n.d. |] unpaged. ill. 


IOWA 
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IOWA 


WILDLIFE SECTION. Iowa wildlife research bulletin. 
Des Moines. 


- 577 - 
34. Deer in Iowa. 1982 By Lee Gladfelter. 
vi, 241. ill annual. 


- 578 - 

35. Estimation of time since death in white-tailed 
deer based on thigh temperature: a manual [by] 
James M. Kienzler [and] Wayne A. Fuller. 
1983. 6p. + ilL 

KANSAS 


- 579 - 

BUREAU OF TRANSPORTATION PLANNING. Gen- 
eral highway map... Kansas. Prepared in coop- 
eration with the Federal Highway Administration. 
[Topeka] col. map on sheet 47 x 76 cm. 


1, Allen County. 1982. 
22. Doniphan County. 1982. 
67. Neosho County. 1982. 
79. Republic County. 1982, 


- 580 - 

COMMISSION FOR THE HEARING IMPAIRED. 1983 
directory of resources for hearing impaired 
Kansans. [Topeka, n.d.j] ill 

DEPT. OF HEALTH AND ENVIRONMENT. Bulletin. 
[Topeka } 


581- 

B2-49. Urban water-quality data and statistical 
summaries for selected sites in the Shunganunga 
Creek basin, Topeka, Kansas, by Larry M. 
Pope, Arthur M. Diaz, and Michael K. Butler. 
Prepared in cooperation with the U.S. Geological 
Survey. 1983. iii. 203 p. ill 

On cover: Kansas water quality data. 


- $82 - 

DIVISION OF THE BUDGET. The impact of Federal 
budget reductions in Kansas: a preliminary assess- 
ment. [Topeka] 1981. 52 p. 83- 623373 

5 


- 583 - 

DIVISION OF VEHICLES. Kansas motorcycle operator 
manual. [Rev. Topeka, n.d.] iii, 44p. ill. 
(Its DE-50) 


- 584 - 

GOVERNOR'S TASK FORCE ON HIGH TECHNOLOGY 
DEVELOPMENT. Advanced technology formula 
for Kansas; recommendations. [Topeka] 1983. 

31 p. 


~ 585 - 
INSURANCE DEPT. Annual report. 113th; 1982. 
[Topeka] 119p. ilL 53-52038 


- 586 - 
INSURANCE DEPT. Kansas cancer insurance facts 
to help you. [Topeka, n.d.| 7p. 


INTERLIBRARY LOAN TASK FORCE. Kasas inter- 
library loan manual and directory. [Topeka] 1983. 
unpaged. (loose-leaf) ill 

Distributed by State Library. 


- 588 - 
KANSAS STATE UNIVERSITY [OF AGRICULTURE AND 
SCIENCE] Manhattan. Kansas economic report. 


[Manhattan] 1983. 36p. ilL 
Issued in cooperation with the University of 
Kansas. 


83-623372 


LAWS, STATUTES, ETC. , election laws, 
Chapter 25, Kansas statutes annotated (as amended) 
with index and appendices. 1983. Topeka, 

Jack H. Brier, secretary of state. iii, 170 p. 


- 590 - 
STATE BOARD OF AGRICULTURE. Marketing Divi- 
sion. Kansas kitchen keepsakes. [Topeka, n.d. | 
37 p. 


STATE DEPT. OF EDUCATION. Kansas educational 
directory. 1983/84. Topeka. iv, 138p. annual. 
13-2011 
UNIVERSITY OF KANSAS, Lawrence. Museum of 
Natural History. Public education series. 
Lawrence. 


Issued in cooperation with the State Biological 
Survey and Fish and Game Commission. 


7. Mammals in Kansas, Y? james W. Bee [and 
others] 1981, ix, 300p, ill. 
$12. 00; available from: Publications Secretary, 
Museum of Natural History, the University of 
Kansas. Lawrence, Kansas 66045, 
83-623528 
8. Amphibians and reptiles In Kansas. by Joseph T. 
Collins. 2d. rev. ed. 1982. xiii, 356p. ill 
$12. 00; available from: Publications Secretary, 
Museum of Natural History. the University of 
Kansas, Lawrence. Kansas 66045. 
83-623529 


UNIVERSITY OF KANSAS, Lawrence. Museum of 
Natural History. Special publication. Lawrence. 


594 - 
9. The ecological impact of man on the south 

Florida herpetofauna. by Larry David Wilson 
and Louis Porras. 1983. vi, 89p._ ill. 

Issued in cooperation with World Wildlife Fund- 
U.S. 

$7. 00; available from: Publications Secretary, 
Museum of Natural History, University of 
Kansas, Lawrence, Kansas 66045. 


83-623532 


UNIVERSITY OF KANSAS, Lawrence. Paleontological 
Institute. Paleontological contributions; paper. 


[Lawrence] 
- 595 - 


107, 108. Paleocene and lower Eocene ostracoda 
from the Umm er Radhuma Formation of Saudi 
Arabia [by] Ali A. F, Al-Furaih Middle 
Cretaceous (Cenomanian) ostracoda from the 
Wasia Formation of Saudi Arabia [by] Ali. A. F. 
Al-Furaih, 1983. 6, 6p. ill 

$2. 00. 


83- 623374 
WATER OFFICE. Bulletin. [Topeka] 


- 596 - 

26. Evaluation of techniques for estimating ground- 
water withdrawals for irrigation in western 
Kansas, by Claud H. Baker. Jr. Prepared [in 
cooperation with] the U.S. Geological Survey. 
1983. iv, 14p. ill 


WATER OFFICE. Technical report. [Topexa] 


- 597 - 

17. Kansas streamflow characteristics; magnitude 
and frequency of low flows of unregulated streams 
in Kansas, and estimation of flow- duration 
curves for ungaged sites, by P. R. Jordan. 
Prepared [in cooperation with| the U. S. 

Geological Survey. 1983. iv, 55p. ill 


KENTUCKY 


- 598 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examination of the Bullitt County: county 
clerk, sheriff, calendar year 1982, [Frankfort, 
1983] 61. 


AUDITOR OF PUBLIC ACCOUNTS. Report of the 
. audit examination of the Edmonson County 
Fiscal Court, fiscal year ended June 30, 1982. 
[Frankfort, 1983] 181. 
- 600 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examination of the Elliott County Fiscal Court, 
fiscal year ended June 30, 1982. [Frankfort, 1983] 
18 1, 


- 601 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examination of the Jackson County Fiscal 
Court, fiscal year ended June 30, 1982. [Frank- 
fort, 1983] 181 


- 602 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examination of the Johnson County Fiscal 
Court, fiscal year ended June 30, 1982. [Frank- 
fort. 1983] 201. 


- 603 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examination of the Martin County Fiscal Court 
fiscal year ended June 30, 1982. [Frankfort 1983] 
18 1. 


- 604 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examination of the Meade County Fiscal Court. 
fiscal year ended June 30, 1982. (Frankfort, 1983] 
16 1. 


- 605 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examination of the Spencer County Fiscal 
Court, fiscal year ended June 30, 1982, [Frank- 
fort, 1983] 161 


- 606 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examination of the Todd County Fiscal Court, 
fiscal year ended June 30, 1982. [Frankfort, 1983] 
181 


- 607 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examination of the Washington County Fiscal 
Court, fiscal year ended June 30, 1982, [Frank- 
fort, 1983] 161. 


AUDITOR OF PUBLIC ACCOUNTS. Report of the... 

audit examination of Todd County Circuit Court 
Clerk, fiscal year ended June 30, 1982. [Frank- 
fort, 1983] 61. 


- 609 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examinations of the Boone County Fiscal Court, 
fiscal year ended June 30, 1982; Boone County: 
county clerk, sheriff, jailer, calendar year 1981. 
[Frankfort, 1983] 391 


- 610 - 
AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
audit examinations of the Hardin County Fiscal 
Court, fiscal year ended June 30, 1982; Hardin 


County: sheriff, calendar year 1981. [Frankfort, 
1983} 211 


AUDITOR OF PUBLIC ACCOUNTS. Report of the ... 
audit examinations of the Lyon County Fiscal Court, 
fiscal year ended June 30, 1982; Lyon County: 
county clerk, sheriff, calendar year 1982. [Frank- 
fort, 1983] 211. 


- 612 - 

AUDITOR OF PUBLIC ACCOUNTS. Rep-rt of the... 
audit examinations of the Union County Fiscal Court, 
fiscal year ended June 30, 1982; Union County: 
county clerk, jailer, calendar year 1982, |Frank- 
fort, 1983] 221. 


- 613 - 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
examination of the historic preservation grants to 
the Kentucky Heritage Council (formerly the Heri- 
tage Division of the Department of Arts and the 
Kentucky Heritage Commission), for the period 
July 1, 1981 through June 30, 1982. [Frankfort, 
1983] 71. 


~ 

AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
internal control and compliance review of the 
Department of Agriculture, for the period 
January 1, 1982 through December 31, 1982. 
[Frankfort, 1983] 151 


AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
internal control and compliance review of the 
Department of Insurance, for the period January 1, 
1982 through December 31, 1982. [Frankfort, 
1983] 141. 


AUDITOR OF PUBLIC ACCOUNTS. Report of the... 
internal control and compliance review of the 
Kentucky Heritage Council (formerly the Heritage 
Division of the Department of Arts and the Kentucky 
Heritage Commission), for the period July 1, 1982 
through December 31, 1982. [Frankfort 1983] 
8L 


COUNCIL OF ECONOMIC ADVISORS. | Studies in 
applied economics. [Lexington] 


2. Explaining pattern, by 
Joseph Krislov. 1983. ix, 26 p. 
Issued by Center for Applied Economic 
Research, Office for Research, College of 
Business and Economics, University of Kentucky. 


83-623405 


618 - 
DEPT. OF COMMERCE. Division of Research and 
Planning. A comprehensive report... Kentucky. 


[Frankfort | 81-621952 


Bardstown. Prepared in cooperation with the 
Bardstown Industrial Developmer: Corporetion 
and Bardstown/Nelson County Chamber of 
Commerce. 1983. vi. 38p. ill 

Kentucky's Four Mississippi River Counties. Pre- 
pared in cooperation with the Four River 
Counties Industrial Development Group. 1983. 
vii. 82 p. ill. 


- 61 
[DEPT. OF ]REVENUE. Annual report. 1981/82. 
[Frankfort] iii, 45 p. ill. 18- 27045 


LEGISLATIVE RESEARCH COMMISSION. Research 
report. Frankfort. 


- 620 - 

198, Small Operators Technical Assistance Program 
(SOTAP), prepared by Jeff Kell, Sheila Mason 
[and] John Downard. 1983, viii, 74p. 

On cover: Program evaluation. 
Issued in cooperation with Program Review 
and Investigations Committee. 83-623406 
- 621- 

199. University affiliated and non-affiliated corpora- 
tions, prepared by Tanya Gritz [and others} 
1983. vii, 104 p. 

On cover: Program evaluation. 
Issued in cooperation with Program Review 
and Investigations Committee. 83-623407 


~ 622 - 
STATE BOARD OF EXAMINERS AND REGISTRATION 
OF ARCHITECTS. Roster. 1983. Lexington. 
unpaged. 54- 43560 


- 623 - 

UNIVERSITY OF KENTUCKY, Lexington. College of 
Pharmacy. Proceedings of the international sym- 
posium on povidone [held at Lexington, Kentucky, 
April 17-20, 1983] George A. Digenis [and] 

Jay Ansell editors. [Lexington, c1983] 
xi, 529 p. ill. 


LOUISIANA 


83- 623404 


AGRICULTURAL EXP™RIMENT STATION, Baton 
Rouge. Dept. of Agricultural Economics and 


Agribusiness. D. A. E. research report. 
"Baton Rouge] 


617. An economic analysis of rice irrigation 
pumping systems in Louisiana, by Michael E. 
Salassi and Joseph A. Musick. 1983. 49 p. 
ill. 


- 625 - 
618. Agricultural statistics and prices for 
Louisiana, 1976-1982 [by] Lonnie L. Fielder. Jr. 
[and] Bergern A. Nelson. 1983. vip. + 


83-623402 


619. Grain flows and aolnense characteristics of 
grain handling firms in Louisiana, by Harlon D. 
Traylor. Joseph A. Musick. and David 
Santamaria. 1983. iv, 38p. ill 


83-623403 


- 627 - 
BAR ASSOCIATION. Annual report. 1983. [Baton 
Rouge} 32p. ill 


COMMISSIONER OF INSURANCE. Report. 1982. 
[Baton Rouge] 190 p. annual. 

Includes Names of insurance companies 
authorized to do business in Louisiana with a state- 
ment of their financial condition and transactions 
in the State of Louisiana for the year ended 
December 31st. 1982. 6- 1998 


- 629 - 
DEPT. OF CIVIL SERVICE. Louisiana State civil 
service; career employment opportunities. 
[Baton Rouge, n.d.] 26 p. 


- 630 - 
DEPT. OF REVENUE AND TAXATION. Report. 
39th; 1980/82. [Baton Rouge] 57 p. ill. 


DEPT. OF TRANSPORTATION AND DEVELOPMENT. 
Office of Public Works. Development of a central 
water data system for Louisiana: phase I prepared 
by Gulf South Research Institute. Baton Rouge. 
1981, vi, 461. ill 


- 632 - 

DEPT. OF TRANSPORTATION AND DEVELOPMENT. 
Office of Public Works. Legal and institutional 
analysis of Louisiana's water laws with relationship 
to the water laws of other States and the Federal 
government. General editor: James M. Klebba. 
Contributing editors: Taomas M. Schoenbaum |and] 
A. N. Yiannopoulos. [Baton Rouge] 1983, 6 v. 

Contents. — v. 1. Synopsis and explanatory 
report. — v. 2. Extended analysis of selected as- 
pects of Louisiana and Federal water law. — v. 3. 
Extended analysis of water laws of other States. 

—  v. 4, Louisiana statutes, interstate compacts, 


regulations, and cases. — v. 5. Selected water 
law statutes and cases of other States and the 
Federal government. — v. 6. Handbook of basic 


water law (with special reference to Louisiana). 
Prepared under the direction of G. W. Hardy, IIL 
Revised by A. N. Yiannopoulos. 

83- 623307 


- 633 - 
DIVISION OF ADMINISTRATION. Office of Telecom- 


munications Management. Louisiana State govern- 
ment telephone directory. 1983. [Baton Rouge] 
108 p. annual. 


- 634 - 
[DIVISION OF ENTOMOLOGY Louisiana certified 
.hurserymen, 1983. [Baton Rouge] 60 p. 


- 635 - 
LAWS, STATUTES, ETC. Louisiana Unfair trade 


practices and consumer protection law. [Rev. 
Baton Rouge | Office of Consumer Protection {1980] 
ll p. 


- 636 - 
[LEGISLATIVE COUNCIL] Resume [of] acts, resolu- 
tions, study requests, and vetoed bills; Louisiana 
Legislature. 1983. regular session. [Baton 
Rouge] v, 660 p. 54-62981 


KENTUCKY 
32 


LOUISIANA ST ATE UNIVERSITY AND AGRICULTUR- 
AL AND MECHANICAL COLLEGE, Baton Rouge. 
Health occupations teacher education: model curri- 
culum, prepared by Barbara A. Moore. Baton 
Rouge [n.d.] ii, 941. ill 

Cover title: Vocational health... 


~ 638 - 
LOUISIANA STATE UNIVERSITY [AND AGRICULTUR- 
AL AND MECHANICAL COLLEGE] Baton Rouge. 


Center for Wetland Resources. Wetlands thesaurus: 


a vocabulary of coastal wetlands research [by] 
Norman Howden [and others. Baton Rouge] Coastal 
Information Repository, Center for Wetland Re- 
sources, Louisiana State University, 1983. 148 p. 
83-623 542 


- 639 - 
LOUISIANA STATE.UNIVERSITY [AND AGRICULTUR- 
AL AND MECHANICAL COLLEGE | Baton Rouge. 
Cooperative Extension Service. Annual LSU open 


livestock show; premium list. 49th; 1984. Baton 
Rouge. 5lp._ ill. 


LOUISIANA STATE UNIVERSITY [AND AGRICULTUR- 
AL AND MECHANICAL COLLEGE | Baton Rouge. 
Cooperative Extension Service. [Cooperative ex- 
tension] pub/lication. Baton Rouge | 


- 640 - 
2053. Don't talk to strangers {by Barbara D. 
Schilde. nd. ill 
- 641- 
2058. How to make your home interior last longer 
and look better (with fewer and smaller repair 
bills) [by Claudette Hanks Reichel. n.d. 4] p. 


- 642 - 

2200. Exploring 4H: food. [n.d. 4]p. ill 
- 643 - 

2202. Exploring 4H: my home. [n.d. 4]p. ill 
644 - 

2204. Exploring 4H: nature. [n.d. 4]p. ill 


2208. Castoffs to [nd | Tp. 


- 646 - 
2213. How to make your home exterior last longer 
(with fewer and smaller repair bills) [by 
Claudette Hanks Reichel. n.d. 3] p. 


- 647 - 

LOUISIANA STATE UNIVERSITY [AND AGRICULTUR- 
AL AND MECHANICAL COLLEGE | Baton Rouge. 
Cooperative Extension Service. Premium list. 
Dixie Jubilee Horse Show. 1983. Baton Rouge. 
36 p. annual. 


LOUISIANA STATE UNIVERSITY IN SHREVE PORT. 
Office of Student Affairs. LSU in Shreveport. 
student handbook, 1983-84. (Shreveport, n. d. | 
32 p. ill. 


- 649 - 

OFFICE OF ENVIRONMENTAL AFFAIRS. Solid 
waste management, state of State report for 
Louisiana. [Baton Rouge] 1983, 2v. ill 

Vol. 2 has also a distinctive title: Financial 
addendum. 

Vol. 1 is ill. 


- 650 - 
[OFFICE OF THE|STATE LIBRARY. The Louisiana 
State Library: an information resource for State 
employees. [Baton Rouge, n.d.| folder. 


- 651 - 
OFFICE OF THE STATE LIBRARY. Public libraries 


in Louisiana; statistical report. 1982. Baton 
Rouge. 36p._ ill. 57-36645 
MAINE 


BUREAU OF HIGHWAYS. Materials and Research 
Division, Technical paper. [Augusta] 
- 652 - 
83-12. Pavement traffic marking system survey. 
prepared by Martha T. Hsu. i983. 191. 


- 653 - 

BUREAU OF MENTAL RETARDATION. Planning 
alternative to institutions; report on a New England 
Case Conference [held January 3-5, 1974 at St. 
Joseph's College, Windham, Maine. Sponsored 
in cooperation with the U.S. Dept. of Health, Edu- 
cation, and Welfare, Region 1 and Region 1 
Development Disabilities Advisory Committee. 
Augusta, n.d.] 75 p. ill 


BUREAU OF TRANSPORTATION SERVICES. Trans- 
portation investment program, 1984-1985 [airports, 
ports, ferry service] (as amended). [Augusta] 
1983. 20p. ill. 


- 655 - 

DEPT. OF AGRICULTURE, FOOD, AND RURAL RE- 
SOURCES. Responding to change ... report of 
Stewart N. Smith, commissioner of agriculture, 
food. and rural resources to the first regular 
session of the 111th Maine State Legislature. 

1983. Augusta. 101 annual. 


656 - 
DEPT. OF CORRECTIONS. Maine standards for 


county jails, holding facilities, and short-term 
detention areas. effective September 1, 1982, 
[Augusta, 1982?]| ix, 66, A10, B1. C3, D2p. 


83 -623487 


- 657 - 

DEPT. OF EDUCATIONAL AND CULTURAL SERVICES, 
1983 college board tests, State test summary report, 
prepared by Betty L. McLaughlin. Augusta, 1983. 


- 658 - 
DEPT. OF EDUCATIONAL AND CULTURAL SERVICES. 
A guide for social studies teachers. prepared by 
Joseph Pecoraro, Augusta ii, 24p. ill. 


- 659 - 
DEPT. OF EDUCATIONAL AND CULTURAL SERVICES. 
Post secondary educational opportunities in Maine, 
1983-84, [Augusta, n.d.] 16p. ill 


- 660 - 
DEPT. OF EDUCATIONAL AND CULTURAL SERVICES. 


Office of Language Learning and Cultural Diversity. 
State of Maine school and community handbook: 
educational rights, services. and privileges for 
ethnic groups and people of limited English pro- 
ficiency. [Augusta, } 
E36, F32. P28, V48. K54, L42p. ill 

On cover: English. 

Available in French, Passamaquoddy Khmer 
(Cambodian), Vietnamese, and Lao, 


- 661 - 
DEPT. OF INLAND FISHERIES AND WILDLIFE. 
Maine 1983-1984 resume des lois de la chasse du 
Maine. Augusta [n.d.] 10p. ill. 


- 662 - 

DEPT. OF INLAND FISHERIES AND WILDLIFE. 
Maine hunting and trapping regulations summary, 
1983-1984, effective through August 1984 or until 
replaced. Augusta [n.d.] 30p. ill 


- 663 - 
DEPT. OF INLAND FISHERIES AND WILDLIFE. 
Migratory game bird hunting schedule. 1983. 
Augusta. folder. 


- 664 - 

(DEPT. OF MENTAL HEALTH AND MENTAL RETAR- 
DATION] The Martti Wurori case - report to the 
court; Maine's communities and the mentally re- 
tarded: "much progress but more remains." 
[Augusta, 1982] 32 p. 


[DEPT. OF MENTAL HEALTH AND MENTAL RETAR- 
DATION] Martti Wuori, et al.. plaintiffs v. 
George A. Zitnay, et al., defendants, civil no. 
75-80-SD; findings and recommendations of the 
special master, continuing supervision of the decree, 
[Augusta] 1980. 211. 


- 666 - 

[DEPT. OF MENTAL HEALTH AND MENTAL RETAR- 
DATION] Martti Wuori, et al., plaintiffs v. 
George A. Zitnay, et al., defendants, civil no. 
75-80-SD; report of the special master to the United 
States District Court for the district of Maine: 
community standards: appendix B of the court's 
decree. [Augusta] 1980. 79 L 


~ 667 - 

[DEPT. OF MENTAL HEALTH AND MENTAL RETAR- 
DATION] Progress in Maine's communities for 
it's mentally retarded neighbors. [Augusta, 1983] 
31 p. 


- 668 - 

[DEPT. OF MENTAL HEALTH AND MENTAL RETAR- 
DATION]| United States District Court, district of 
Maine; Martti Wuori, et al., plaintiffs v. Kevin 
Concannon, et als., defendants. civil no, 75-80-P, 
stipulation agreement. [Augusta, 1981] unpaged. 


DIVISION [OF | ENTOMOLOGY. Technical report. 
Augusta. 


19. Spruce budworm in ffaine: results of the 1982 
project biological conditions in 1982, and ex- 
pected infestation conditions for 1983, by 
Henry Trial, Jr. and Michael E. Devine. 
[1983] vi, 76p. ill 83-623401 


- 670 - 

DIVISION OF HEALTH ENGINEERING. |Site evaluation 
for subsurface wastewater disposal design in Maine 
[by Albert Frick] 2ded. [Augusta] 1983. 

vii, 104p. ill 


- 671- 
FOREST SERVICE. Environmental monitoring reports 
from the 1982 Maine Cooperative Spruce Budworm 
Suppression Project. Augusta [1983] 128p. ill. 


83-623421 


GEOLOGICAL SURVEY. .. of significant 
sand and gravel aquifers; northern York and south- 
ern Cumberland Counties, Maine [by] Andrews L. 
Tolman [and others. Augusta] 1983. maps on 
sheets 81x 108cm. (U.S. Geological Survey. 
Open-file no. 83-1) 

Issued in cooperation with the U.S. Geological 
Survey and the Maine Dept. of Eaviroamental 
Protection. 


LAWS, STATUTES, ETC. oF blie laws of the State of 
Maine. 111th Legislature; 1982/83, 1st regular 
session. [Augusta, director of legislative re- 
search] 816 p. 

Cover title: Public laws and constitutional reso- 
lutions ... Ca6- 1099 
LIFE SCIENCE AND AGRICULTURE EXPERIMENT 
STATION, Orono. Bulletin, [Orono] 
- 674- 
794. Weight characteristics of Maine adults [by] 
Richard A, Cook [and others] 1983. 17 p. 


LIFE SCIENCES AND AGRICULTURE EXPERIMENT 
STATION, Orono. Technical bulletin. [Orono] 


- 675 - 

109. A list of Lepidoptera of Maine. Pt. 2. The 
Microlepidoptera, section 1, Limacodidae 
through Cossidae [by] Auburn E. Brower. 1983. 
60 p. ill. 

Issued in cooperation with Dept. of Conserva- 
tion, Forest Service, Division of Entomology 
and the Dept. of Lutomology, Agricultural 
Experiment Station, University of Maine at 
Orono. 


110. The biology and pa. of Dioryctria 
Resinosella mutuura (Lepidoptera: Pyralidae) 
on young red pine in Maine [by] G. S. Patterson 
R. A. Tracy, and E, A. Osgood. [1983] 28 p. 
ill. 


MAINE-CANADIAN LEGISLATIVE ADVISORY [OFFICE] 
Maine: cross-border tourism; a Maine-Canadian 
Legislative Advisory report. by Donat B. Boisvert. 
[Augusta] 1983. [4] p. 


- 678 - 
OFFICE OF DEAFNESS. Registry of deaf persons. 
[Augusta, n.d.] 51. 


- 679 - 
OFFICE OF ENERGY RESOURCES. Now, a solar 
house with no backup system needed. [Augusta, 
1982, 2]p. ill. (Its Solar energy) 


- 680 - 

OFFICE OF ENERGY RESOURCES. Energy Extension 
Service. Window facts one|-six. Augusta, n.d. | 
unpaged. ill. 


PLANNING AND ADVISORY COUNCIL ON DEVELOP- 
MENTAL DISABILITIES. Insights: a handbook for 
parents of children with disabilities. [2d ed. 
Augusta, 1983, c1982| 52p. ill. 


~ 682 - 
PROPERTY TAX DIVISION. Municipal! valuation 
return statistical data. 1982. [Augusta] various 
pagings. 


On cover: PTS 500 82-646119 


- 683 - 
STATE COMMISSION ON THE ARTS AND HUMANITIES. 
Maine touring artists program, 1983-1984. 
[Augusta, n.d.| 54p, ill 


STATE HOUSING AUTHORITY. Home mortgage 
loans at 10 7/8 percent annual percentage rate: a 
State housing program to help Maine people. 
Augusta [n.d. | folder. 


UNIVERSITY OF MAINE AT ORONO. Cooperative 


Forestry Research Unit. CFRU information 
report, [Orono] 


- 685 - 
10. Annual report. 1981. ii, 25p. ill. (Life 
Sciences and Agriculture Experiment Station. 
Miscellaneous report 265) 


MARYLAND 


AGRICULTURAL EXPERIMENT STATION, College 
Park. Mf{iscellaneous] p[ublication] College Park. 


978. Rezoning of ensieanas land in Frederick 
County, Maryland [by] N. W. Bliven [and| 
B. V. Lessley. 1983. ii, 33 p. (Its Contri- 
bution number 6352) 


- 687 - 
ALCOHOLISM CONTROL ADMINISTRATION. Mary- 
land alcoholism resource directory. Rev. 
Baltimore. 1983. v, 35 p. 83-623416 


AUTOMOBILE INSURANCE VFoinp. Maryland Automo- 
bile Insurance Fund. [Annapolis] 1983. 17 1. 
Cover title: 1982 MAIF summary of operations, 
Fund created by Ch. 73, Acts of 1972 to replace 
the Maryland Automobile Insurance Plan and the 
Unsatisfied Claim and Judgement Fund, 


- 689 - 
CITIZEN BOARD FOR REVIEW OF FOSTER CARE OF 
CHILDREN. Foster Care Review Board annual 
report. Baltimore, 1983. 291 83-623379 


COMMISSION FOR WOMEN.” Sexual harassment in the 
workplace is abusive, insulting offensive, humilia- 
ting, uncomfortable devasting and [it may be illegal. 
Baltimore, n.d. | folder. 

Issued in cooperation with the Commission on 
Human Relations. 


- 691 - 
COMMISSION ON HUMAN RELATIONS. La Comisién 
de Relaciones Humanas de Maryland, MCHR. 
Baltimore [n.d.| folder. ill. 


COMMISSION ON HUMAN RELATIONS. Housing dis- 
crimination, what can I do about it? [Baltimore, 
n.d. folder. 


- 693 - 

COMMISSION ON HUMAN RE LATIONS. The State of 
Maryland Commission on Human Relations handicap 
discrimination guidelines (effective July 27, 1979). 
Baltimore [n.d.] 6 p. 


- 694 - 
COMMISSION ON INTERGOVERNMENTAL COOPERA- 
TION. Report. 1982. Annapolis, 71 


p. 
annual. 75-643208 


CRIMINAL JUSTICE COORDINATING COUNCIL. 
Maryland Criminal Justice Coordinating Council 
milestones, 1982, Towson, 1983. 10 p. 


- 696 - 

CRIMINAL JUSTICE COORDINA TING COUNCIL. 
Maryland Criminal Justice Coordinating Council 
status report. January 1, 1982 - December 31, 1982. 
Towson, 1983. 41 p, 83-623409 


- 697 - 
DEPT. OF AGRICULTURE. Maryland agricultural 
statistics [summary] 1982, [Annapolis] 56 p. 
ill, annual. 


~ 698 - 

DEPT. OF BUDGET AND FISCAL PLANNING. Divi- 
sion of Management Analysis and Audits. Manage- 
ment analysis study of the Workmen's Compensation 
Commission, [Annapolis] 1983. 461, ilL 

83-623411 

DEPT. OF ECONOMIC AND COMMUNITY DEVELOP- 
MENT. Directory of Maryland manufacturers. 
1983-84. [Annapolis] xv, 531 p. biennial. 


72-622741 


- 700 - 

DEPT. OF LEGISLATIVE REFERENCE. Compilation 
of the changes in the public local laws of Maryland. 
1982. Annapolis [19827] 83 p. 


DEPT. OF LEGISLATIVE REFERENCE, Staff report 
to the General Assembly of Maryland, extraordinary 
session; subject: corporations and associations: 
consideration of the problem of special voting re- 
quirements in consolidations. mergers, takeovers, 
and transfers of assets. Annapolis, 1983. 80 p. 


ill. 83-623412 


- 702 - 
DEPT. OF LEGISLATIVE REFERENCE. A workload 
evaluation of the Medical Board for Occupational 
Diseases; 1982 interim, [Annapolis, 19827] 16 p. 


- 703 - 
DEPT. OF NATURAL RESOURCES. 1983 tide tables 
& fishing tips. [Annapolis, nd.] 35p, ill. 


- 704 - 
DEPT. OF NATURAL RESOURCES. * Annual activities 
report. 1979/80-1981/82, [Annapolis] 3v. 
73-646797 


- 7 
DEPT. OF NATURAL RESOURCES, Facts about your 
Chesapeake Bay, Maryland's greatest natural 
treasure. [Annapolis] 1979. folder. 


- 706 - 

DEPT. OF NATURAL RESOURCES. The 
Helen Avalynne Tawes Garden. [Annapolis, n.d. } 
folder. ill. 


DIVISION OF CORRECTION.” Facts about AIDS. 
[Baltimore, n.d. ] folder. 

Issued in cooperation with Dept. of Health and 
Mental Hygiene. 


- 
. 
YLAND 
i 

35 


- 708 - 

DIVISION OF LIBRARY DEVELOPMENT AND SERV- 
ICES. Public Libraries Branch. Guidelines for 
library services in Maryland jails and detention 
facilities, [Baltimore, 1983] 19 p. 

Available from: James Partridge Community 
Services Specialist, Division of Library Develop- 
ment and Services, State Vept. of Education, 200 
West Baltimore Street, Baltimore. Maryland 21201. 


- 709 - 

FOREST AND PARK SERVICE. Maryland's State 
forests and parks. [Annapolis, n.d.| folder. 
ill, 


- 710- 

[GENERAL ASSEMBLY| Report of the chairmen of 
the House Appropriations Committee and Senate 
Budget and Taxation Committee, 1983 session; 
final action on: House Bill 211 & related recommen- 
dations. [Annapolis] 1983. 10 p. 


GOVERNOR'S ADVISORY BOARD ON RAPE AND 
SEXUAL OFFENSES. Interim report to the 
Governor. [Baltimore] 1983. x, 27, 20, 24 p. 

83-6234 14 


- 712 - 

GOVERNOR'S COMMISSION ON LAW ENFORCEMENT 
AND ADMINISTRATION OF JUSTICE. Outsmarting 
crime: a personal guide to safer living. [Towson. 
nd. | unpaged. ill. 


GOVERNOR'S ComMissION ON LAW ENFORCEMENT 
AND ADMINISTRATION OF JUSTICE. What you 
should know about commercial armed robbery: pre- 
vention/safety/identification. [Towson, n. d. | 
5p. ill. 


- 714- 
GOVERNOR'S COMMISSION ON WORKMEN'S COMPEN- 
SATION LAWS. Report. [Baltimore] 1982, 101. 


ill. 83-623479 


- 715 - 
LA BORA TORIES ADMINISTRATION. Laboratory 
safety manual. |Baltimore. n.d.| 25 p. 


- 716 - 
LABORATORIES ADMINISTRATION. Physician's 
guide to the use of the State laboratory. Baltimore, 
1979. 41p. 


- 717 - 
LAWS, STATUTES, ETC. Pesticide applicator's law. 
Annapolis. Pesticide Applicators Law Section 
|] 6p. 


- 718 - 

LAWS, STATUTES, ETC. State of Maryland, comp- 
troller of the treasury, Admissions and amusement 
tax act. Article 81, 88402-411, annotated code of 
Maryland; regulations, Title 03. 01. 01-. 07, 03. 01. 
. 02. 01-. 07, code of Maryland regulations. Balti- 
more, Retail Sales Tax Division, 1983. 24 p. 


- 719 - 

LAWS, STATUTES, ETC. State of Maryland comp- 
troller of the treasury, Retail sales tax act, Article 
81, 86324-371, annotated code of Maryland; Use tax 
act, Article 81. §8372-401, annotated code of 
Maryland; regulations, Title 03. 06. 01. 01-. 87, code 
of Maryland regulations. Baltimore, Retail Sales 
Tax Division. 1983. 95. 115 p. 


- 720 - 
MARYLAND HERITAGE COMMITTEE. Maryland 
celebrates 350 years, [Annapolis. n.d. 2]p. ill, 


- 721 - 
MARYLAND REHABILITATION CENTER, Baltimore. 
MRC. [Baltimore, n.d.] folder. ill. 


- 722 - 
MEDICAL MALPRACTICE TASK FORCE. Final 
report. Annapolis, 1983. 1, 30 p. 


NORTHEAST MARYLAND WASTE DISPOSA L AUTHORI- 
TY. Guess what else we are doing with your gar- 
bage? [Baltimore, n.d.| folder. ill. 


- 724 - 

OFFICE OF RECREATION AND LEISURE SERVICES. 
1982 directory of county and municipal recreation 
and park boards and commissions. [Annapolis. 
1982] iii, 28 p. 


- 725 - 
PLAIN LANGUAGE STUDY COMMITTEE. Report. 
[Annapolis. 1981] various pagings. 
Committee created by Senate Joint Resolution 
no. 17 of the 1980 General Assembly. 
83-623488 


7296 - 

POWER PLANT SITING PROGRAM. Aids for identi- 
fication of bivalve larvae in northern Chesapeake 
Bay; a final report. by Victor S. Kennedy. With the 
assistance of Garry Baptist 'and others. Annapolis, 
1983] 321. ill. 

On cover: PPSP-MP-49. 
Cover title: Acids for... 


REGIONAL PLANNING COUNCIL. Baltimore region 
transportation improvement program, 1984-1986; 
Baltimore City, city of Annapolis, Anne Arundel 
County, Baltimore County, Carroll County, Harford 
County [and] Howard County. Baltimore, 1983. 

vi, 195 p. ill. 
Issued in cooperation with Dept. of Transportation. 
$20. 00. 83-623415 


REGIONAL PLANNING COUNCIL. Economic Re- 


search and Information Systems Division. [Census 
"80 report series] Baltimore. 


ERIS 83-26. Economic ‘electors for Baltimc re 

City, by John Snell. Data compiled by Dunbar 
Brooks and Rubert Lefenfeld. Maps prepared 
by Leonard Fink. 1983/84 ed. c1983. unpaged. 
ill. 

Series title not on publication. 

$10. 00; available from: Library, Regional 
Pianning Council, 2225 North Charles Street, 
Baltimore, Maryland 21218. 83-623547 


ERIS 83-28. Economic for Baltimore 
County, by John Snell. Data compiled by Dunbar 
Brooks and Robert Lefenfeld. Mr ps prepared by 
by Leonard Fink. 1983/84 ed. c1983. unpaged 
ill. 

Series title not on publication. 

$10.00; available from: Library, Regional 
Pianning Council, 2225 North Charles Street, 
Baltimore, Maryland 21218, 83-623 548 


in - 1742. 

ERIS 83-29. Economic A. for Carroll STATE WATER QUALITY ADVISORY COMMITTEE. 
County, by John Snell. Data compiled by Dunbar Acid rain, does it threaten Maryland? Summary 
Brooks and Robert Lefenfeld. Maps prepared fof public forum held] Saturday, April 24, 1982. 
by Leonard Fink. 1983/84 ed. c1983. unpaged. [Baltimore, Office of Environmental Programs, 

ill. Dept. of Health and Mental Hygiene, 1982?] 341. 
Series title not on publication. ill. me 83-623410 
$10.00; available from: Library, Regional - - 

site management plan, Monie Bay and Rhode River 

ERIS-83-30. Economic indicators for Harford site plans, public review draft (January-May, 1983) 
County, by John Snell. Data compiled by Dunbar [by Scott Brumburgh, Annapolis| 1983, various 
Brooks, and Robert Lefenfeld. Maps prepared pagings. ill, 
by Leonard Fink. 1983/84 ed. c1983. unpaged. Issued in cooperation with U.S. Dept. of Com- 
ill. merce, NOAA. eas 

Series title not on publication. we - 
$10. 00; available from: Library, Regional bg ce rye Eel pots. 

Planning Council, 2225 North Charles Street, [Annapolis, n. d. = pon F 

— TOLL FACILITIES ADMINISTRATION. Locations, 

SALISBURY STATE COLLEGE.” Dept. of Nursing. general information and toll rate schedules for toll 
Salisbury State College nursing program. [Salis- facilities operated by the Maryland Transportation 
bury, nd. unpaged. ill Authority: Baltimore Harbor Tunnel, Francis Scott 

- 733 - Key Bridge, Wm, Preston Lane, Jr. Memorial 

SPECIAL COMMITTEE ON TRANSIT OPERATING Bridge, Harry W. Nice Memorial Bridge, Sus- 

COSTS. Report. Annapolis [1983] vi, 109 p. quehanna River Bridge. John F, Kennedy Memorial 


Highway. Dundalk, 198), 20 p. 
83-623408 746 
- 734 - TOWSON STATE UNIVERSITY. Center for Applied 
SPECIAL COMMITTEE ON TRANSIT OPERATING Skills in Education. Student teaching handbook, 
COSTS. Technical supplement to the 1982 report, early childhood education, Towson State University. 
Annapolis [1982] v, 318 p. ill. 83-623417 [Towson, 1983] 19 p. 


- 735 - 

STATE BOARD FOR HIGHER EDUCATION. Annual UNIVERSITY OF MARYLAND, College Park. Coop- 
equal postsecondary educational opportunity status erative Extension Service, Fact sheet. College 
report. ist; 19°0/81. Prepared by the Division Park 
of Research, Planning and Information Systems and 
the Division of Equal Educational Opportunity /Institu- 
tional Approval and Evaluation] Annapolis. 6p. 


- 747 - 
341, Carpet care [by] Judith R. Williamson. 


- 736 - (1982, ill, 
[STATE] BOARD OF EXAMINERS OF PSYCHOLOGISTS. 


‘33. i 
Annual report. 1982/83. Baltimore ta MASSACHUSETTS 


- 737 - All Massachusetts departmental reports bear a fixed docu- 
|STATE ] BOARD OF EXAMINERS OF PSYCHOLOGISTS. ment number. These annual reports are distributed b 


Roster of licensed psychologists, effective July 1 Secretary of the Commonwealth, State House, Boston, — 
1983. [Baltimore, 1983] unpaged. Legislative documents, i. e. Senate and House documents, are 
83-623413 available on exchange with the State Library, or from the 

one Legislative Document Room, 428 State House, Boston, Mass. 

STATE DEPT. OF ASSESSMENTS AND TAXATION. 

Maryland assessment procedures. [Baltimore] - 748 - 

1979. various pagings. Report of the special commission established (under 
Chapter 13 of the Resolves of 1977 and most recent- 
ly revived and continued by Chapter 9 of the Re- 
solves of 1982) to make an investigation and study 
relative to determining the adequacy of the water 
supply of the Commonwealth. [Boston] 1983. 72 p. 
(Senate [document] no. 1826) 83-623419 


- 739 - 
STATE DEPT. OF ASSESSMENTS AND TAXATION. 
Report tnade to the Governor and the General 
Assembly. 39th; 1982. [Baltimore] 36p,_ ill. 


- 740 - 

STATE DEPT. OF EDUCATION. Facts about Mary- - 749 - 
land public education; a statistical handbook. Report of the special committee of the Senate appointed 
1982/83. Baltimore. 42p. ill. annual. for the purpose of considering and recommending 

73-646032 any changes in the rules of the Senate which would 
741 improve the process by which the Senate conducts 

STATE DEPT. OF EDUCATION. Maryland account- its business (including minority reports). Boston, 
ability testing program; annual report. Ist; 1963. vi. 34. (Senate [document] no. 1680) 
1980/81, [Baltimore] various pagings. ill. 83-623420 


MASSACHUSETTS 
37 a 


AGRICULTURAL EXPERIMENT STATION, Amherst. 

Research bulletin. |Amherst] 

- 750 - 

683. An econometric approach to modeling the 
effects of weather and technology on cranberry 
yields [by] Bernard J. Morzuch, Joseph Kneip 
[and] Diane C. Smith, 1983. 26p. ill. 


BUREAU OF SOLID WASTE DISPOSAL. Kommune- 
kemi: the Danish national hazardous waste treatment 
system, prepared by ChemControl 4/S. Boston 
[1982] 65p. ill. 


- 752 - 

BUREAU OF TRANSPORTATION, PLANNING, AND 
DEVELOPMENT. Traffic volumes for the Common- 
wealth of Massachusetts. 1982. Prepared in 
cooperation with the Federal Highway Administra- 
tion. [Boston] ii, 108 p. 66-65462 


- 753 - 
DEPT. OF CORRECTION. Research Unit. Review 
of current research. 1982. Prepared by Dallas H. 
Miller. [Boston] 181. annual. 78-640998 


754 - 

DEPT. OF CORRECTION. Research Unit. A statis- 
tical description of releases from the Massachusetts 
correctional institutions. 1982. Prepared by 
Linda K. Holt. [Boston] 1201. 83- 641528 


DEPT. OF CORRECTION. , La Unit. Yearly 
statistical report of the furlough program. 1982. 
Prepared by Patricia Tobin. [Boston] i, 341. 

80-642121 


DEPT. OF REVENUE. Division of Local Services. 
Towards a better understanding of forest land taxa- 
tion, Chapter 61 of the Massachusetts general laws 
as amended by Chapter 768 of the Acts of 1981, 
{Boston, 1982] iv. 86 p. 

Issued in cooperation with Dept. of Environmental 
Management and Massachusetts Association of 
Assessing Officers, Inc. 83-623483 


[DEPT. OF THE] ATTORNEY GENERAL. Public 
Protection Bureau. Attorney general Bellotti's 
mobile home park law guide, prepared by John J. 
Roddy. ([Boston, 1983] iii, 29 p. 83-623485 


- 758 - 
DIVISION OF APPRENTICE TRAINING. Highway to 
acareer. [Boston, n.d.] 5 p. 


DIVISION OF WATER POLLUTION CONTROL. Hy- 
drologic data of the Lake Cochituate drainage basin, 
Framingham -Natick, Massachusetts; records of 
surface-water discharge, chemical analyses of 
surface water and ground water, and selected wells 
and borings, by Frederick B. Gay. Prepared in 
cooperation with the U.S. Geological Survey. 
Boston, 1981. iv, 61 p. ill. (U.S. Geological 
Survey. Massachusetts hydrologic-data report, 
no. 23) 

Open-file report 82-342. 


- 760 - 
EXECUTIVE OFFICE OF CONSUMER AFFAIRS. Con- 
sumer’s last rights. Boston, c1982. (3|p. (Its 
Consumer affairs self help) 


EXECUTIVE OFFICE OF CONSUMER AFFAIRS. 
Leases and rental agreements: the tenant's com- 
mandments. Boston, c1982. [3]p. ill (Its 
Consumer affairs self help) 


- 762 - 

[GENERAL COURT] Senate. Committee on Post 
Audit and Oversight. Post Audit and Oversight 
Bureau. Performance audit: State Drug Labora- 
tory Institute. Boston, 1983. 44p._ ill. 

83-623380 


- 763 - 

LAWS, STATUTES, ETC. Acts and resolves passed 
by the General Court of Massachusetts. 1982. 
[Boston] 2v. annual. 

Title on spine: Acts & resolves of Massachusetts. 
11-33139 


- 764 - 

OFFICE OF THE COMMISSIONER OF BANKS. The 
Commonwealth of Massachusetts administrative 
bulletin, reference no. 18-2C, mortgage disclosure. 
[Boston, n.d. 3) 1, 


~ 765 - 

STATE COLLEGE BUILDING AUTHORITY. Audit 
report and supplementary information for the years 
ended June 30, 1983 and 1982. [Boston, 1983] 
+ 


~ 766 - 
STATE ETHICS COMMISSION. Guide to the Conflict 
of interest law, Chapter 2684. Rev. ed. [Boston] 
1983. vi, 34 p. 83-623484 


- 767 - 

SUPREME JUDICIAL COURT. The state of the 
judiciary; annual report of the chief justice of the 
Massachusetts Supreme Judicial Court. 1980-81, 
1983. [Boston] 3 v. 


1981 and 1983 are ill. 80- 647963 


UNIVERSITY OF MASSACHUSETTS, Amherst. 
Alumni report on the classes of '75 through '78, 
a publication of the bachelor's degree with individual 
concentration program. University of Massachusetts 
at Amherst. [Ambherst, n.d.] unpaged. 


UNIVERSITY OF MASSACHUSETTS, Amherst. Center 
for International Education. Technical note. 
[Amherst] 

$1. 50; available from: Publications Assistant, 
285 Hills House South, University of Massachusetts, 
Amherst, MA 01003. 


- 769 - 

18. Bintang anda: a game process for community 
development. written by Saleh Marzuki and 
Russ Dilts. [1982] 21p. 

$1. 50. 


19. Using consultants tor fnaterials development. 
written by Nancy Bergau and R. F. Soedharno, 
[c1982] 18p. 

$1. 50. 
TI) - 

20. Designing and using simulations for training. 
written by Kathleen Cash. [c1983] 29 p. 

$1. 50. 
- 172 

21. Q-sort as a needs assessment technique, 

written by Sean Tate. [c1982] 16 p. 
$1. 50. 


22. The learning fund: ieone generation through 
NFE, written by Anwas Iskander, Daniel Moulton, 
and Umberto Sihombing. [c192] 24 p. 

$1. 50. 


23. Game of childhood p 2 written by 
Frank Bialosiewicz and Julie Burns. [1983] 
13p. + ill 

$1, 50. 


- 775 - 
24. Road-to-birth game, written by Julie Burns 
and Frank Bialosiewicz. [1983] 14p.+ ill. 
$1. 50. 


- 776 - 

25. Discussion starters. written by Ibrahim Yunus 
and Russ Dilts. UL by Trya Yudhantara, 
[c1983] 17 p. ill 

$1. 50. 


- 177 - 

UNIVERSITY OF MASSACHUSETTS, Amherst. Dept. 
of Sociology. Graduate study in sociology at the 
University of Massachusetts at Amherst. |Amherst, 
n.d. | folder. ill. 


- 778 - 
UNIVERSITY OF MASSACHUSETTS, Amherst. School 
of Education, Teachers are needed in 17 states 
now! |Amherst, n.d.] folder. 


UNIVERSITY OF MASSACHUSETTS, Amherst. Office 
of Handicapped Student Affairs. Resources for the 
physically disabled. [Amherst n.d.] folder. 


- 780 - 

UNIVERSITY OF MASSACHUSETTS, Amherst. School 
of Management. SOM master of business adminis- 
tration program. [Amherst, nd.| 28p, ill 


WATER RESOURCES comm Hydrologic data 
of the lower Merrimack River basin. Massachusetts, 
from Concord River, Lowell, to Plum Island. 
Newburyport; records of selected wells. borings, 
and chemical analyses of ground water, by David F. 
Delaney and Frederick B. Gay. Prepared in 
cooperation with the U.S. Geological Survey. 
Boston, 1981. iii. 34p. ill. (U.S. Geological 
Survey. Massachusetts hydrologic-data report, 
no. 24) 

Open-file report 81-1185. 


MICHIGAN 


- 782 - 
BINGO DIVISION. Bingo rules |effective July 11, 1974, 
amended July 24, 1980] Lansing [n.d.| unpaged. 


- 783 - 
BINGO DIVISION. Charity game rules [effective 
1 January 1983. Lansing, 1983] 8 p, 


- 784 - 
BINGO DIVISION, Millionaire pariy rules [effective 


wat’ 18, 1978, amended July 24, 1980] Lansing 
nd.| 4p, 


BUREAU OF EMPLOYMENT STANDARDS. Wage 
Hour Administration. Agricultural workers; your 


rights on payday under Michigan law, 1931, [Lansing, 


n.d.] folder. 


Hour Administration, General rules. Lans 


- 786 - 
BUREAU OF EMPLOYMENT SPANDARDS. 
sheet. 


BUREAU OF EMPLOYMENT STANDARDS, Wage 
Hour Administration. Michigan Departmeat 
Labor, Bureau of Employment Standards overtime 
compensation rules effective on December 2, 1981. 
Lansing, n.d.| sheet. 


BUREAU OF EMPLOYMENT STANDARDS, Wage 
Hour Administration. Michigan minimum wage. 


[Lansing, n.d,| Sheet. 
Issued also in Spanish. 


- 789 - 
BUREAU OF WORKERS' DISABILITY COMPENSATION. 
1983 weekly benefit tables (based on 80% of after-tax 
average weekly wage) [Lansing, 1982] 112 p. 


- 790 - 

BUREAU OF WORKERS' DISA BILITY COMPENSATIOY. 
A guide to workers’ disability compensation covering 
benefits for work-related injuries and diseases. 
[Laasing| 1982. folder. 


- 791- 

DEPT. OF EDUCATION, Office for Sex Equity in 
Education. Everything you wanted to know about 
your future and the real job market. Bookl. For 
secondary students [by Karla Atkinson. Lansing] 
State Board of Education [1983] 21 p. 


- 792 - 

DEPT, OF EDUCATION. School Program Services. 
Position paper on gifted and talented education in 
Michigan schools [by Nancy C. Mincemoyer. Lan- 
sing| State Board of Education [1983] 10 p. 

Issued in cooperation with the Instructional Spe- 
cialists Program. 


- 793 - 
DEPT, OF LABOR. Wage Deviation Board. Agricul- 
tural piecework rates. Lansing [n.d. 1) 1. 


DEPT, OF MENTAL HEALTH: Office of Recipcent 
Rights. Your rights when you recelve meatal health 
services for use in outpatient settings in community 
menial health and Department of Mental Health pro- 
grams. [Lansing, 1982] 11 p, 


~ 795 - 

DEPT. OF TRANSPORTATION, Final report of 
research project; sewage treatment systems at 
freeway rest areas [by] A.E. Erickson [and others| 
Sponsored [in cooperation] with the Federal Highway 
Administration, [Lansing] 1982. 125, A135 p, 
ill. 

Available from: The National Technical Informa- 
tion Service, Springfield, Virginia 22161, 
FHWA -MI-RD-81-1, 


DEPT, OF TRANSPORTATION, Official transportatioa 
map, Michigan, 1932-83, [Lansing] col. map on 
sheets 76x 73cm. fold.tto9x19cm,. anrual, 

Title when folded: Say yes to Michigan! Official 
transportation map. 


Free. 74-693293 


- 797 - 
ECONOMIC DEVELOPMENT AUTHORITY, Industrial 
development loans. [Lansing, 1982? 3] p. 
Authority created by Public Act 70 of 1982. 


- 798 - 
ECONOMIC DEVELOPMENT AUTHORITY, Public 
development loans. [Lansing, 1982? 3] p. 


MICHIGAN 


EMPLOYMENT SECURITY Occupational 
Employment Statistics Unit. Occupational wage 
Information in Michigan. Auz. 1983. Detroit. 

ii, 80 p. annual. 
Cover title: Michigan occupational wage informa- 
tion. 1- 543345 


- 800 - 

FINANCIAL INSTITUTIONS BUREAU. Bank credit 
cards (and average daily balance) [Lansing, n.d. ] 
folder. 801 

FINANCIAL INSTITUTIONS BUREAU. How to shop 
for credit. [Lansing, at] folder. ill. 

80. 


FINANCIAL INSTITUTIONS BUREAU. Mortgage 
redlining; your rights and responsibilities. 
{Lansing, n.d.| folder, ill. 


- 803 - 

GEOLOGICAL SURVEY DIVISION. Quaternary geology 
of Michigan, by W.R. Farrand. [Ann Arbor] 1932. 
col. map on sheets 85 x 139 cm. or smaller. 

Issued in envelope. 


- 804 - 

LAWS, STATUTES, ETC. » en of wages and 
fringe benefits, Act no. 390, Public acts of 1978. 
[Lansing, n.d.] 8p. 


- 805 - 

LAWS, STATUTES, ETC. Prevailing wage law; 
Act no. 166, Public acts of 1965, as amended 4-1-79. 
[Lansing, n.d.| 2 p. 


- 806 - 

LAWS, STATUTES, ETC. Youth emp!oyment standards 
act; Act no, 90; Public acts of 1978, |Lansing, n.d.| 
7 p. 


LEGISLATURE. House Fiseal Agency. Superfund: 
what's in it for Michigan: a description of the 
Federal Superfund program aad Michigan's involve- 
ment, prepared by Joseph VanderMeulen [and] Greg 
Rosine. [Lansing, n.d.| iii, 47p. ill. 

Issued in cooperation with the Legislative Service 
Bureau, Science Office. 83-623438 


MICHIGAN STATE UNIVERSITY, East Lansing. Office 


of Women in International Development. Working 
papers on women in international development. 
[East Lansing | 


- 808 - 

31. Kelantan Malay and traditional Chinese per- 
spectives on middle-aged women: a diminished 
dichotomy, by Douglas Raybeck. 1983. 13 p, 

83-623535 


32, Population policy, A. kl development and 
multinational corporations in Latin America: 
issues and impacts, by Patricia J, O'Brien. 

1983, 30p. 83-623536 


- 810 - 
33. Women, the State, and repression in imperial 
Japan, by Sharon H. Nolte. 1983, 11p. 
83 -623537 


- B11- 

34. A social-evolutionary investigation of factors 
affecting female employment in the medical pro- 
fession, by Gay E. Kang and Mary Ellen Hein. 
1983, 


27 p. 83 -623538 


- 812 - 
35. Female educators, development, and human 


capital: a Brazilian case, by Linda Miller. 1983. 
16 p. 83-623539 


- 813 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
audit of Federal grants and awards under provisions 
of OMB Circular A-102, attachment P, Department 
of Natural Resources, October 1, 1980 through 
September 30, 1981. |[Lansing, 1983] v, 27 p. 


- $14 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Bureau of Worker's Disability Compensation, Depart- 
ment of Labor, March 1, 1978 through January 31, 
1983, [Lansing, 1983] 24 p. 


OFFICE OF THE AUDITOR GENERAL. Audit report; 
Michigan Board of Chiropractic, Bureau of Health 
Services, Department of Licensing and Regulation, 
June 1, 1980 through January 31, 1983. ([Lansing, 
1983| 10 p. 


816 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Michigan Board of Pharmacy, Bureau of Health 
Services, Department of Licensing and Regulation, 
October 1, 1980 through February 28, 1983. [Lans- 
ing, 1983] 13 p. 


- 817 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Michigan Board of Osieopathic Medicine and Surgery, 
Bureau of Health Services, Department of Licensing 
and Regulation, July 1, 1979 through December 31, 
1982, [Lansing, 1983] 11 p. 


OFFICE OF THE AUDITOR Gi NERAL. Audit report; 
Michigan Coancil for the Arts, Department of Man- 
agement and Budget, June 1, 1980 through Septem- 
ber 30, 1982. |Lansing, 1983] 17 p. 


- 819 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Office of State Exposition and Fairgrounds, Depart- 
ment of Natural Resources, October 1, 1981 through 
September 30, 1982. [Lansing, 1983] 12 p. 


- 820 - 
SPECIAL EDUCATION SERVICE[S| State special 
education plan under Part B oc the Education for 
the handicapped act (EHA-B) as amended by P, L. 
94-142 for fiscal years 1984-1986. |Lansing] 1983, 
v, 1144p, il. 83 -623431 


- 821- 
STATE BOARD OF EDUCATION. Questions and 
answers about the Michigan Educational Assess- 
ment Program. [Lansing, 1933] 12p. ill. 


MINNESOTA 


Minnesota documents which are on microfiche may be 
purchased from the Documents Center, 117 University 
Avenue, St. Paul, Minnesota 55155. Prepayment is 
required; deposit accounts received. 


- 822 - 

BOARD ON AGING. Report to the Governor and Legis- 
lature on grants to volunteer programs for retired 
senior citizens (R.S.V.P.). |St. Paul, 1981] 


l sheet 10.5 x 15cm. (microfiche) 
81-1753, 


BUREAU OF CRIMINAL APPREHENSION, Annual re- 
port, 1980/81, [St, Paul] 1sheet 10,5 x 15cm. 
(microfiche) ill. 

Report year ends June 30. 

82-0096. 


BUREAU [OF] TOURISM. wate go the whole winter 
mapped out for you: Minnesota lakes, and a whole lot 
more. [St. Paul, 1980] 1 sheet 10.5 x 15cm. 
(microfiche) ill. 

Title on header: If this snowmobile trail appeals 
to you, wait'll you see the other 8,181 miles in 
Minnesota, 

80-0455. 


DEPT. OF ADMINISTRATION + Mechanic Arts High 
School reuse feasibility study: a study, prepared by 
Design Consortium, Inc. [St. Paul, 1981] 1 sheet 
10.5 x 15cm, (microfiche) ill. 

82-0187. 


DEPT. OF CORRECTIONS, » manual, Minne- 
sota Correctional Facility-Lino Lakes, ([St. Paul, 
1980] 2sheets 10,5 x 15cm. (microfiche) 

80-2520. 


- 827 - 

DEPT, OF CORRECTIONS. Chemical Health Unit. 
You gotta start somewhere: a chemical intervention 
program planner for correctional facilities; a syste- 
matic response to chemical use problems, St, Paul 
[1981] 1sheet 10,5 x 15cm. (microfiche) ill. 

Issued in cooperation with Change Associates, 
81-1692, 


DEPT. OF ECONOMIC DEVELOPMENT. Equal busi- 
ness opportunity; final report. |St. Paul] 1981. 
1 sheet 10.5 x 15 cm. (microfiche) 
82-0339. 


- 829 - 

DEPT. OF ECONOMIC SECURITY. Research and 
Statistical Services Office. [1983] Minnesoca wage 
data by industry & size of firm. Paul| 1983, 

g, 59p. 83-623436 


- 830 - 

DEPT. OF EDUCATION. Allocation of supply aid for 
Minnesota's area vocational-technical institutes. 
[St, Paul] 1981, 2 sheets 10,5 x 15 cm. (micro- 
fiche) 

Title from header. 
82-0667. 


- 831 - 
DEPT, OF EDUCATION, data acquisition 
calendar. 1983/84, [St. Paul] iii, 42 p. 


- 832 - 
DEPT. OF EDUCATION. Heat, an energy primer for 
Minnesota teachers. [St. Paul] 1982. 1 sheet 
10.5 x 15cm. (microfiche) ill. 

Issued in cooperation with the Dept. of Energy, 
Planning, and Development and the Environmental 
Education Board. 

Title on header: With heat you never have to ask 
directions: an energy primer for Minnesota teachers. 

82-0911. 


DEPT, OF EDUCATION, neat to the Legislature on 
management information systems development, 
July 1, 1981 - December 31, 1981, [St. Paul, 1981] 
1 sheet 10,5 x 15cm. (microfiche) 

82-0798, 


DEPT, OF EDUCATION, Community Education 
Section. Minnesoca's State plan for adult education, 
Public Law 91-230; updated for fiscal years, 1983- 
1985. St. Paul, 1932, 57, A2, B25, C8 p. 

83 -623435 


- 835 - 

DEPT. OF EDUCATION. Office of Planning and Policy 
Research, A report on the Department of Education's 
1981 review of the local curriculum planning, evalu- 
ation, and reporting legislation (PER). Prepared for 
the commissioner of education. |St. Paul] 1982. 

l sheet 10.5 x 15 cm. (microfiche) 
82-0756. 


DEPT, OF EDUCATION. Publications Sectioa. 
School district profiles. . [Prepared 
oy Education Statistics Section. St, Paul] 46». 
ill. annual, 81-643881 


DEPT, OF EMPLOYEE RELATIONS. Commissioner's 
plan July 1, 1983 - June 30, 1985, prepared 
pursuant to Minnesota statutes 43A,18, subdivision 2 
St. Paul [n.d.] various pagings. 


- 838 - 

DEPT, OF EMPLOYEE RELATIONS. Managerial 
plan, July 1, 1933 - June 30, 1985, prepared 
pursuant to Minnesota statutes 43A,18, subdivision 3, 
St. Paul [n.d.] various pagings. 


- 839 - 

DEPT, OF ENERGY, PLANNING, AND DEVELOP- 
MENT. Final report to Legislature, ([St. Paul] 
1932, 1 sheet 10.5x 15cm. (microfiche) ill. 

82-0662. 


- 840 - 

DEPT, OF ENERGY, PLANNING, AND DEVELOP- 
MENT. Minnesota energy policy directions: a re- 
port to the Legislature on the organization of state- 
wide energy functions, Submitted by Kent E, Eklund, 
St, Paul [1981] 1sheet 10,5 x 15 cm. (microfiche) 


"g2-0185, 


DEPT, OF ENERGY, PLANNING, AND DEVELOP- 
MENT. Policy analysis series. St. Paul, Develop- 
meatal Disabilities Program, Dept. of Energy, 
Planning, and Development. 


10. Admissions/ ventutaiiins to State hospitals 
June 1, 1981 to December 31, 1981: the behavior 
issue; an update to Policy analysis series no. 5. 
[1982] 18p. ill. 

“ On t.p.: Issues related to Welsch v. Noot, 


12. Analysis of as for personnel 
working in the field of developmental disabilities 
in Minnesota: 1981-1982, [1983] ill 

On t.p.: Issues related to Welsch v. Levine. 


13. A survey of formal training programs in 
developmental disabilities in postsecondary schools 
in Minnesota and adjacent States. [1983] 24 p. 
ill, 


On t.p.: Issues related to Welsch v. Levine. 


- $44- 
DEPT, OF ENERGY, PLANNING, AND DEVELOP- 
MENT. Office of Human Resources Planiing. 
The effects of 1981-1982 badget reductions and 
program changes on Minnesota's vulnerable himana 
services populations, |[St. Paul/ 1983. xvi, 105 p. 
83-623434 


DEPT. OF ENERGY, PLANNING, AND DEVELOP- 
MENT. [Planning Division] Office of Local Gov- 
ernment. Parks and Recreation Grants Section. 
Guidelines for completion of form OR-1: application 
for grant assistance for parks and recreation proj- 
ects, St, Paul [1982] 1sheet 10.5 x 15cm. 
(microfiche) ill. 

Title on header: LAWCON, LCMR final applica- 
tion, fiscal 1983. 
82-1170, 


DEPT. OF FINANCE. Cash How management study: 
preliminary. [St, Paul] 1981, 1 sheet 
10.5 x 15cm. (microfiche) ill. 
82-0100. 


- 847 - 
DEPT, OF HUMAN RIGHTS. _ Department of 
Human Rights, ([St. Paul] 1981, 1 sheet 
10.5 x 15cm, (microfiche) ill. 
82-0099. 
DEPT. OF NATURAL RESOURCES, 
tion and Education, DNR reports. 
Free. 


- 848 - 
7. Wood heat: right for you? [Rev. 1981] 
1 sheet 10.5 x 15 cm. (microfiche) 
81-1621. 


101, That remarkable ni Mriver, the bat, 
1 sheet 10.5 x 15cm. (microfiche) 
81-1618, 


- 850 - 
102, They used to call us game wardens, [1981] 
sheet 10,5 x 15cm, (microfiche) ill. 
81-1620, 


Bureau of Informa- 
. Paul 


[1981] 


- 851- 
103, Stalking our woodland mushrooms, 
1 sheet 10.5 x 15 cm. (microfiche) 
81-1616, 


(1981] 


- 852 - 
104, Outdoor hobby: wildlife photography, 
1 sheet 10.5 x 15cm. (microfiche) 
81-1617, 


[1981] 


- 853 - 
109, Bluegills: fishing techniques. 
1 sheet 10.5 x 15cm, (microfiche) ill. 
81-1619, 


854 - 

DEPT. OF NATURAL RESOURCES. Minnesota Peat 
Program, The water resources of peatlands: a 
literature review, by John C, Clausen [and] Kenneth 
N, Brooks, [St, Paul] 1980, 1 sheet 10.5 x 15cm, 
(microfiche) ill. 

81-1632, 


DEPT. OF PUBLIC SAFETY.” October 4-10: school 
bus safety week. Paul, n. 1 sheet 
10.5 x 15cm. (microfiche) 

Title on header: School bus safety week. 
81-1755. 


- 856 - 

DEPT. OF PUBLIC SERVICE. Final report, Minneso- 
ta Department of Public Service analysis of computer- 
ized systems, prepared by Dewey M, Albers, (St, 
Paul] 1979, 1sheet 10.5 x 15cm. (microfiche) 

ill. 

Title on header: Analysis of computerized systems: 
final report. 

80-1093, 

DEPT. OF PUBLIC WELFARE. Staiistical bulletin. 
(St. Paul] 


127, Minnesota aid to targilles with dependent child- 
ren, county payment case load, fiscal year 1981, 
[1981] 1sheet 10,5 x 15cm. (microfiche) ill. 

82-0016. 
858 - 


128, Minnesota income maintenance recipient rates 
per 10,000 population by county, 1980, 1 sheet 
10.5 x 15cm. (microfiche) ill, annual, 

82-0017, 


DEPT, OF REVENUE. Bulletin. St, Paul. 


- 859 - 
14. Property tax relief for Minnesotans, 1981. 
51, 4p. ill. annaal. 
Issued by its Research Office. 80-640738 
- 860 - 
26, Minnesota sales and a tax; annual report, 
1980, 1sheet 10,5 x 15cm. (microfiche) 
81-1772, 


- $61 - 
DEPT, OF TRANSPORTATION. 1981 County Screening 
Committee report, ([St, Paul] 1981. 1 sheet 
10.5 x 15cm, (microfiche) ill. 
Title on header: County Screening Committee re- 
port. 
81-1696, 


- 862 - 

DEPT. OF TRANSPORTATION. T.H. 60 draft 
environmental impact statement and draft section 
4(F) evaluation, Worthington to St. James, Min- 
nesota, [St. Paul, 1982] 1 sheet 10.5 x 15 cm. 
(microfiche) ill. 

Issued in cooperation with the Federal Highway 
Administration and other State and Federal agencies. 

FHWA -MN-EIS-82-01-D, 

82-0707. 


DEPT. OF TRANSPORTATION, Truck weight and vehi- 
cle classification studies, 1980-81, [St, Paul} 1982. 
4sheets 10.5 x 15cm. (microfiche) ill. 

82-0975. 


- 864 - 

DEPT. OF TRANSPORTATION. Urban transit- 
European style: observations on European urban tran- 
sit technology, prepared by Peter A, Fausch, 

[St, Paul] 1981, 1sheet 10.5 x 15cm, (micro- 
fiche) ill. 
81-1758, 


DEPT. OF TRANSPORTATION, Office of Research 
and Development. Physical Research Section, 
vestigation, Paul] 


650, Pilot program for oientien of structural ade- 
quacy of flexible pavements for counties and muni- 
cipalities: final report 1980, prepared by Erland 
QO, Lukanen, [1980] 1sheet 10,5 x 15cm, 
(microfiche) ill. 

Issued in cooperation with the Local Road 
Research Board, 

LRRB/MN/RD-81/04, 

81-1760. 


DEPT, OF TRANSPORTATION. Planning Division. 
Minnesota airport development guide. Vol. 7. 
[St. Paul] 1981, 1 sheet 10,5 x 15 cm. (microfiche) 
ill 


"g2-0038, 


- 967 - 

DIVISION OF EMERGENCY SERVICES. Reference 
handbook, request and operiting procedures relative 
to natural disasters for State and local officials. 

[St. Paul] 1981, 1sheet 10,5.x 15 cm. (microfiche) 
ill. 
81-1622, 


DIVISION OF FISH AND WILDLIFE. 


Special publica- 
tion. Paul] 


134, Biological survey of the Red Lake River [by 
Paul A. Renard, Steven R. Hansoa and Joan W. 
Enblom] 1983. 76p.+ ill. 

Issued by its Ecological Services Section, 

Available from: Dept, of Natural Resources 
Divisioa of Fisheries and Wildlife, Section of 
Fisheries, Box 12, 653 Cedar St., St. Paul, 
Minnesota 55155. 


- 869 - 
DIVISION OF FISH AND WILDLIFE. Ecological Services 


Section. Prairie Island nuclear generating plant envi- 
ronmental monitoring program, 1980 annual report, 
ecological studies: 1980 progress report on the Prairie 
Island creel survey (2.4), prepared by Scott P, Gustaf- 
son, Carl J, Bublitz, and George M. Clymer for 
Northern States Power Company. ([St. Paul, n, d.] 
1 sheet 10.5 x 15cm, (microfiche) ill. 

Title on header: Progress report on the Prairie 
Island.creel survey, 1980. 

82-0946. 


- 870 - 

DIVISION OF FISH AND WILDLIFE, Ecological Services 
Section. Prairie Island nuclear generating plant en- 
vironmental monitoring program, 1980 annual report 
ecological studies, 1980 progress report on the Prai- 
rie Island fish population study (2.3), prepared by 
Scott P, Gustafson [and others] for Northern States 
Power Company, ([St, Paul, n. d.] 1 sheet 
10.5 x 15cm, (microfiche) ill. 

Title on header: Progress report on the Prairie 
Island fish population study, 1930. 
82-0945. 


DIVISION OF MINERALS, Trace metal removal from 
mining stockpile runoff, September-October progress 
report: additional results of column experiments and 
bioassay tests, considerations for treatment facility 
design [by] Kim Lapakko [and] Paul Eger. (St. Paul] 
1981, 1sheet 10.5 x 15cm, (microfiche) 

82-0169. 


- 872 - 
DIVISION OF SOCIAL SERVICES. Montor and 
Reporting Section. Minnesota Department of Public 


Welfare adoption annual report. 1980/81. ([St. 
Paul] 1 sheet 10,5x 15cm. (microfiche) ill. 
82-0051. 


- 873 - 

DIVISION OF WATER QUALITY. An evaluation system 
to rate feedlot pollution potential [by] R. A, Young 
and M, A, Otterby. [St, Paul] 1980, 1 sheet 
10.5 x 15cm, (microfiche) ill. 

80-1592, 


- 874 - 

DIVISION OF WATERS. Land Use Management Sec- 
tion. Minnesota status of flood plain management, 
St. Paul, 1981. 1sheet 10,5 x 15cm, (micro- 
fiche) 

81-1724, 
- 875 - 


DIVISION OF WATERS. Land Use Management [Sec- 
tion] Operations manual: wild, Scenic, and recrea- 
onal rivers program. ([St. Paul| 1981, 1 sheet 
10.5 x 15 cm. (microfiche) ill. 
81-1794, 


- 876 - 

ENERGY AGENCY. Analysis of proposed legislation 
for revision of specifications for kerosene type 
burner fuel. St, Paul, 1981. 3 p. 


- 877 - 

ENERGY AGENCY. Fact sheet: ban on heated commer- 
cial garages, St, Paul, 1982, 1sheet 10,5 x 15cm, 
(microfiche) 

82-0900, 


= 
ENERGY AGENCY. The fall 1979 outreach campaign: 
an evaluation of a State fuel aid and conservation pro- 
gram, by Keith Kozloff, St, Paul, 1980, 1 sheet 
10.5 x 15cm. (microfiche) ill. 
81-1037, 


- 879 - 

ENERGY AGENCY. Conservation Division, The po- 
tential for utility conservation investments in Minne- 
sota [by Frank Altman, St, Paul] 1981, 2 sheets 
10.5 x 15 cm. (microfiche) 

81-1077. 


- 880 - 
ENERGY DIVISION. Fact sheet: BTU content of fuels. 
St. Paul, 1982, 1sheet 10,5 x 15cm. (microfiche) 
Title on header: BTU content of fuels, 
82-0901, 


- 881 - 
ENERGY DIVISION. Fact sheet: solar collector 


certificatioa in Minnesota: a guide for the 
solar industry, [St. Paul| 1983. p. 


- 882 - 
ENERGY DIVISION. Fact sheet: sunspaces. [St. 
Paul| 1983. folder. 


- 883 - 
ENVIRONMENTAL QUALITY BOARD. Groundwater 
resources, [St. Paul, 1982? 10] 1. 


On t.p.: Preliminary draft-subject to revision. 


- 884 - 
ENVIRONMENTAL QUALITY BOARD. Statement of 
need and reasonableness. St. P.ul, 1981. 
lsheet 10.5 x 15cm. (microfiche) 
Title from header. 
82-0005. 


- 885 - 
FIRE MARSHAL DIVISION. Annualreport, 1932. 
[St. Paul] 26p. ill. 77-6433 10 


~ 886 - 
GOVERNOR. Governor's plan to eliminate the State's 
need to engage in short-term borrowing to meet cash 
needs in subsequent biennial budgets, by Governor 


Al Quie. Submitted to members of the 72nd Legisla- 
ture. [St, Paul] 1982. I1sheet 10.5 x 15cm. 
(microfiche) 

82-1321. 


GOVERNOR'S TASK FORCE ON FEDERAL BUDGET 
REDUCTIONS. Reoport...fiscal year 1933. Coordi- 
nated by the Dept. of Energy, Planning, and Develop- 
ment, [St. Paul] 1982. 1 sheet 10.5 x 15cm. 
(microfiche ) 

82-0167. 


- 888 - 

GOVERNOR'S TASK FORCE ON HEALTH CARE. Sum- 
mary of public comments, (St. Paul| 1981. 1 sheet 
10.5 x 15 cm. (microfiche) 

82-0188, 


- 889 - 

GOVERNOR'S TASK FORCE ON JUVENILE JUSTICE. 
Final report, prepared by Crime Control Planning 
Board. St. Paul, 1981. Isheet 10.5 x 15cm. 
(microfiche) ill. 

Established by Executive order 80-2, July 1980. 
82-0403. 

HIGHER EDUCATION COORDINATING BOARD. Basic 

data series. |St. Paul] 


- 890 - 
80-1. Enrollment by age, level, and sex, fall 1980. 
[1981] 1sheet 10.5 x 15 cm. (microfiche) 
81-1718. 


HIGHER EDUCATION COORDINATING BOARD. Interim 
report of work flow and operational analysis of the 
Division of Financial Aid [by] Arthur Young & Co, 

[St. Paul, 1980] 1 sheet 10.5 x 15cm, (microfiche) 
80-2114, 


- 892 - 
HIGHWAY STUDIES SECTION, 1981 municipal State 
aid needs report, |[St, Paul] 1981, 2 sheets 
10.5 x 15cm, (microfiche) ill. 


81-1773, 
- 893 - 
HISTORICAL SOCIETY. Division of Archives and 
Manuscripts. Annual report. 1982783." St. Paul. 


Report year ends June 30. 


- 894 - 
HOUSING FINANCE AGENCY. Financial statements, 


June 30, 1933, (St. Paul] Peat, Marwick, Mitchell 
& Co, [1983] 13 1. 


LEGISLATURE. House of  —.. Research 
Dept. Summary, 1981 Transportation funding act 
by| John Williams. St, Paul, 1981. 1 sheet 
10.5 x 15 cm. (microfiche) 

81-1581, 


LEGISLATURE, Science and Technology Research 


Office. Inquiry response, St, Paul. 


- 896 - 
126, Methane from landfills. 1981. 1 sheet 
10.5 x 15cm. (microfiche) 
81-1034, 


127, Copper-nickel overview. 
1981, 1sheet 10.5 x 15 cm. (microfiche) 
81-1047, 
- 898 - 
128, Crop residues and biomass fuels. 1981, 
1 sheet 10.5 x 15cm. (microfiche) 
81-1048, 


129, Wood burning: health and environmental im- 
pacts, 1981, I1sheet 10,5 x 15cm, (micro- 
fiche) 

81-1033, 
- 900 - 

130, Use of deicing sal!s on Minnesota highways, 
1981, I1sheet 10.5 x 15cm, (microfiche) 

81-1135, 
- 901 - 

131, State Capitol marble deterioration, 1981, 

1 sheet 10,5 x 15cm. (microfiche) 
81-1136, 


- 902 - 
132, Causes of cancer, 1981, 1 sheet 
10.5 x 15 cm. (microfiche) 
81-1588, 


- 903 - 
133, Minnesota energy research needs, 1981, 
1 sheet 10.5 x 15 cm. (microfiche) 
81-1584, 


- 904 - 
134, Small-scale wind energy. 1981. 1 sheet 
10.5 x 15 cm, (microfiche) 
81-1583, 
- 905 - 
135, Sewage sludge on forest lands, 1981, 
10.5 x 15 cm. (microfiche) 
81-1585, 


1 sheet 


- 906 - 
136, Patents for employee javentions, 1981, 
1 sheet 10.5 x 15 cm. (microfiche) 
81-1582, 


137, Minnesota solar an” 1981. 1 sheet 
10,5 x 15 cm, (microfiche) 
81-1586, 
- 908 - 

LEGISLATURE. Science and Technology Research Of- 
fice. Minnesota peatlands: status of development 
and policy considerations, by Frank Mangan, 

[St, Paul] 1981, 1 sheet 10,5 x 15 cm. (microfiche) 
ill. 
82-0343, 


- 909 - 

LIQUOR CONTROL DIVISION. Municipal liquor stores, 
effective October 1, 1981. St, Paul [n, d.| 1 sheet 
10.5 x 15cm. (microfiche) 

81-1689, 


- 910 - 

LIQUOR CONTROL DIVISION. Off sale and on sale re- 
tail intoxicating liquor licensees, effective October 1, 
1981, St, Paul [n.d.] 1sheet 10,5x 15cm. 
(microfiche) 

81-1688, 


- 911- 
LIQUOR CONTROL DIVISION. ‘'On sale" wine licenses, 
St. Paul, 1981, 1sheet 10,5 x 15cm. (microfiche) 
81-1690. 


- 912 - 

OFFICE OF SENATE COUNSEL AND RESEARCH. 
Selected bill summaries; 1983 Legislative session, 
prepared by William Riemerman [and others. St. 
Paul, 1983] 56 p. 83 -623482 


- 913 - 
OFFICE OF THE GOVERNOR. Economic problems of 
Minnesota [by Governor] Al Quie. [St, Paul] 1981, 
1 sheet 10,5 x 15cm, (microfiche) 
Title from header, 
82-0236. 


OFFICE OF THE GOVERNOR." Governor Al Quie's 
budget reduction proposals. [St, Paul] 1981. 
sheet 10.5 x 15cm. (microfiche) 
82-0173, 


- 915 - 

OFFICE OF THE LEGISLATIVE AUDITOR. Financial 
Audit|s| Division, Audit report; Board of the Arts, 
year ended June 30, 1931 and 1982, |St. Paul| 1983, 
2, 161. 


- 916 - 

OFFICE OF THE LEGISLATIVE AUDITOR. Program 
Evaluation Division. State-sponsored chemical de- 
pendency programs: follow-up study; final report. 
|St. Paul] 1981. 1sheet 10.5 x 15cm. (microfiche) 
ill. 

81-1032. 


- 917 - 
PACKAGING ADVISORY COMMITTEE, Report. 
[St, Paul] 1982, 1sheet 10,5 x 15cm. (microfiche) 
83-0048, 


- 918 - 

POLLUTION CONTROL AGENCY. Guide for comple- 
tion of monthly operation report form - MPCA form 
704 - for wastewater stabilization ponds, (Roseville| 
1979, I1sheet 10.5 x 15 cm. (microfiche) 

80-0695. 


POLLUTION CONTROL AGENCY. Division |of] Solid 
and Hazardous Waste, Waste Management Assis- 
tance Section, Technical assistance for solid waste 
management, [Roseville] 1981. 1 sheet 
10.5 x 15 cm, (microfiche) 

Title on header: Inventory of technical assistance 
sources, 
81-1455. 


- 920 - 

PUPIL PERSONNEL SERVICES SECTION. Preschool 
Screening Program. The third report for the 
Minnesota Legislature on the preschool screening 
program: an executive summary of the 1980-81 
statewide results, St, Paul, 1982, 1 sheet 
10.5 x 15cm. (microfiche) 

82-0799, 


- 921- 

PUBLIC SERVICE COMMISSION. A technical review 
of utility rate application processing in Minnesota, 
by Touche Ross & Co, [Prepared] for the Dept. of 
Public Service and the National Regulatory Research 
Institute. St, Paul, 1979. 1sheet 10.5 x 15cm. 
(microfiche) ill. 

80-1094, 


- 922 - 
SEAWAY PORT AUTHORITY OF DULUTH. Annual 
report, 1981, [Duluth. 4]p. ill 


SECTION OF WILDLIFE, Pao rities for nongame con- 
servation in Minnesota: a symposium [held] on 
April 11, 1981 at the University of Minnesota, Co- 
sponsored by the Minnesota Chapter of the Wildlife 
Society and the Environmental Education Board, 
[St. Paul, 1981] 1 sheet 10,5 x 15cm. (microfiche) 
ill. 
82-0183. 


- 924 - 

SOIL AND WATER CONSERVATION BOARD. Minneso- 
ta's soil and water conservation program; final draft. 
Paul] 1981, 1sheet 10.5 x 15 cm. (microfiche) 
ill. 

82-0182, 


STATE ARTS BOARD. Legitintive support materials 
for the 1979 legislative session. |Minneapolis, 
1979] 1sheet 10.5x 15cm. (microfiche) ill. 

80-0612, 


- 926 - 
STATE ARTS BOARD. Production assistance. Minne- 
apolis, 1980. 3 sheets 10,5 x 15 cm. (microfiche) 
ill. 


81-1156, 


- 927 - 

STATE AUDITOR. East Central Regional Development 
Commission (Region 7E), Mora, Minnesota; financial 
statements and accountants report, year ended 
June 30, 1981, (St, Paul, 1981] 1 sheet 
10.5 x 15 cm, (microfiche) 

Title on header: Report...on the financial affairs 


of East Central Regional... Minnesota, year ended 
June 30, 1981, 


82-0147, 


- 928 - 

STATE AUDITOR, Bentoatane Regional Development 
Commission, Bemidji, Minnesota: financial state- 
ments and accountants' report, year ended June 30, 
1981, Paul, 1981] 1sheet 10,5 x 15cm, 
(microfiche) 

Title on header: Report....n the financial affairs 
of the Headwaters Regional... 
82-0149, 


- 929 - 

STATE AUDITOR. Koochiching County Nursing Home 
Fund financial report, December 31, 1980. [St. Paul, 
1981] 1sheet 10,5 x 15 cm, (microfiche) 

Title on header: Report...on the financial affairs 
of Koochiching County Nursing Home, year ended 
December 31, 1980, 

81-1730, 


STATE AUDITOR, and compliance letter, 
Central Minnesota Regional Development Commission 
(Region 7W), year ended June 30, 1981, ([St. Paul, 
1982] 1sheet 10,5 x 15 cm. (microfiche) 

Title on header: Report...management and com- 
pliance letter...(Region 7W), June 30, 1981, 
82-0241, 


MINNESOTA 


STATE AUDITOR. Region 23 hegional Development 
Commission, Staples, Minnesota: financial state- 
ments and accountants’ report, year ended June 30, 
1981, [St, Paul, 1981] 1sheet 10.5 x 15cm. 
(microfiche) 

Title on header: Report...Region 5, Regional... 
82-0155. 


932 - 

STATE AUDITOR. Region Nine Development Commis- 
sion, State of Minnesota: report of examination, 
June 30, 1981, [St. Paul, 1981] 1 sheet 
10.5 x 15 cm, (microfiche) 

Title on header: Report...Region Nine Develop- 
ment Commission, Mankato, Minnesota, year ended 
June 30, 1981. 

82-0156. 


STATE AUDITOR. Region Minnesota 
Regional Development Commission audit report, year 
ended June 30, 1981, (St. Paul, 1981; 1 sheet 
10.5 x 15 cm. (microfiche) 

Title on header: Report...Region 10... 
82-0159. 


STATE AUDITOR. Report. ostiter report, Anoka Coun- 
ty special tax audit for the years ended December 31, 
1978, 1979, and 1980. St, Paul [1981] 1 sheet 
10,5 x 15 cm, (microfiche) 

81-1614, 


- 935 - 

STATE AUDITOR. Report...on the financial affairs 
of Aitkin County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10.5 x 15 cm. (microfiche) 

82-0107. 
~ 936 - 

STATE AUDITOR. Report...on the financial affairs 
of Anoka County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10.5 x 15cm. (microfiche) 

82-0108. 


- 937 - 

STATE AUDITOR. Report...on the financial affairs 
of Becker County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10.5 x 15 cm, (microfiche) 

82-0109, 


- 938 - 

STATE AUDITOR. Report...on the financial affairs 
of Big Stone County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10,5 x 15 cm, (microfiche) 

81-1727. 
- 939 - 

STATE AUDITOR. Report...on the financial affairs 
of Brown Nicollet Human Services Board, year ended 
December 31, 1980, St, Paul [1981] 1 sheet 
10.5 x 15 cm. (microfiche) 

81-1781, 
- 940 - 

STATE AUDITOR. Report...on the financial affairs 
of Buhl Fire Department Relief Association, year 
ended December 31, 1979. St. Paul {1980} 1 sheet 
10.5 x 15 cm, (microfiche) 

80-3030. 


- 941- 
STATE AUDITOR. Report.. » the financial affairs 
of Buhl Police Relief Association, year ended Decem- 
ber 31, 1979, 
(microfiche) 
80-3029, 


St. Paul [1989] 1sheet 10.5 x 15cm, 


- 942 - 
STATE AUDITOR. Report...on the financial affairs 


of Chippewa County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10.5 x 15 cm. (microfiche) 
82-0144, 


STATE AUDITOR. Report. ver the financial affairs 
of Chisago County Nursing Home, year ended Decem- 
ber 31, 1980, St, Paul |1981] 1 sheet 10.5 x 15cm, 
(microfiche) 
81-1686, 


STATE AUDITOR. tag * the financial affairs 
of Chisholm Fire Department Relief Association, 
year ended December 31, 1980, St. Paul [1981] 
1 sheet 10,5 x 15cm. (microfiche) 

81-1598, 


STATE AUDITOR. Report, i the financial affairs 
of Chisholm Police Relief Association, year ended 
December 31, 1980. St, Paul [1981] 1 sheet 
10.5 x 15 cm. (microfiche) 

81-1594, 


- 946 - 

STATE AUDITOR. Report...on the financial affairs 
of Clearwater County, years ended December 31, 
1979 and 1980, St, Paul [1981] 1 sheet 
10.5 x 15cm. (microfiche) 

81-1612, 


- 947 - 
STATE AUDITOR. Report...on the financial affairs 
of Cook County, year ended December 31, 1980. 
St. Paul [1981] 1 sheet 10.5 x 15 cm. (microfiche) 
82-0145. 


STATE AUDITOR. the financial affairs 
of Crow Wing County Nursing Home, year ended 
December 31, 1980, St, Paul [1981] 1 sheet 
10.5 x 15 cm. (microfiche) 

81-1005, 


- 949 

STATE AUDITOR. Report, = the financial affairs 
of Dodge County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10.5 x 15cm, (microfiche) 

82-0146, 


- 950 - 

STATE AUDITOR. Report...on the financial affairs 
of Dakota County, year ended December 31, 1980, 
St. Paul |1981} 1 sheet 10.5 x 15cm. (microfiche) 

82-0175. 


STATE AUDITOR, Report. the financial affairs 
of Douglas County, years ended December 31, 1978 
and 1979, St, Paul [1980] 1 sheet 10.5x 15cm, 
(microfiche) 

80-2990. 


- 952 - 

STATE AUDITOR. Report...on the financial affairs 
of Freeborn County, year ended December 31, 1980. 
St. Paul [1981] 1sheet 10.5 x 15 cm. (microfiche) 

82-0148, 


STATE AUDITOR. Report. 7 the financial affairs 
of Independent School District 197, West Saint Paul, 
year ended June 30, 1981, St, Paul [1982] 1 sheet 
10.5 x 15cm. (microfiche) 

82-0225. 


- 954 - 
STATE AUDITOR. Report...on the financial affairs 
of Independent School District 318, Grand Rapids, 
year ended June 30, 1980, St, Paul [1981] 1 sheet 
10.5 x 15cm. (microfiche) 
81-1011, 


STATE AUDITOR. Report. the financial affairs 
of Independent School District 362, Littlefork-Big 
Falls, year ended June 30, 1981, St. Paul [1982] 
1 sheet 10.5 x 15cm, (microfiche) 

82-0226, 


STATE AUDITOR, the financial affairs 
of Independent School District 363 (South Koochiching 
County-Rainy River), Koochiching County, year ended 
June 30, 1980, St, Paul [1981] 1 sheet 
10.5 x 15cm. (microfiche) 
81-1009, 
- 957 - 


STATE AUDITOR. Report...on the financial affairs 
of Independent School District 394, Montgomery- 
Lonsdale, year ended June 30, 1980, St. Paul 
[1980] 1sheet 10.5 x 15 cm. (microfiche) 

80-3019, 
- 958 - 


STATE AUDITOR. Report...on the financial affairs 
of Independent School District 394, Montgomery- 
Lonsdale, year ended June 30, 1981. St, Paul 
[1982] 1sheet 10.5 x 15 cm. (microfiche) 

82-0227. 
- 959 - 


STATE AUDITOR. Report...on the financial affairs 
of Independent School District 861 and Winona Area 
Vocational Technical Institute, Winona, year ended 
June 30, 1980. St, Paul [1981] 1 sheet 
10.5 x 15cm. (microfiche) 

81-1006, 


STATE AUDITOR. Report...on the financial affairs 
of Isanti County, year ended December 31, 1980. 

St. Paul [1981] i1sheet 10,5 x 15 cm, (microfiche) 
82-0111, 
- 961- 

STATE AUDITOR. Report...on the financial affairs 
of Kanabec County, year ended December 31, 1980, 
St. Paul [1981] 1 sheet 10.5 x 15cm. (microfiche) 

81-1779. 
- 962 - 

STATE AUDITOR. Report...on the financial affairs 
of Kandiyohi County, year ended December 31, 1980. 
St. Paul [1981] 1sheet 10,5 x 15 cm, (microfiche) 

82-0110, 


STATE AUDITOR. Report. or the financial affairs 
of Kittson County Nursing Home, year ended Decem- 
ber 31, 1980, St, Paul [1981] 1 sheet 10.5x 15cr, 
(microfiche) 
81-1085, 


STATE AUDITOR. Report, the financial affairs 
of Kittson County, year ended December 31, 1980, 
St. Paul [1981] 1 sheet 10,5 x 15 cm. (microfiche) 

81-1775. 
- 965 - 

STATE AUDITOR. Report,..on the financial affairs 
of Koochiching County, year ended December 31, 
1980, St, Paul [1981] 1 sheet 10.5 x 15cm, 
(microfiche) 

81-1729, 


STATE AUDITOR, 


Report. om the financial affairs 
of Lake County Nursing Home, year ended Decem- 


ber 31, 1980, St, Paul [1981] 
10.5 x 15 cm. (microfiche) 
82-0112, 


STATE AUDITOR, the financial affairs 
of Lake County, year ended December 31, 1979, 
St. Paul [1980] 1sheet 10.5 x 15cm. (microfiche) 
80-3026. 


- 968 - 

STATE AUDITOR. Report...on the financial affairs 
of Lake of the Woods County, year ended Decem- 
ber 31, 1980, St. Paul [1981] 1 sheet 
10.5 x 15 cm, (microfiche) 

81-1732, 


1 sheet 


STATE AUDITOR. Report, the financial affairs 
of Lincoln Soil and Water Conservation District 
for the years ended June 30, 1979 and 1980, 
St, Paul [1981] 1 sheet 10.5 x 15cm. (microfiche) 
81-0986, 


- 970 - 

STATE AUDITOR. Report... the financial affairs 
of McLeod County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10,5 x 15cm. (microfiche) 

82-0150, 
- 971- 

STATE AUDITOR. Report...on the financial affairs 
of Marshall County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10.5 x 15cm, (microfiche) 

81-1592. 


- 972 - 
STATE AUDITOR. Report,..on the financial affairs 
of Mille Lacs County, year ended December 31, 1980. 
St. Paul [1981] 1sheet 10,5 x 15cm. (microfiche) 
82-0151, 


- 973 - 

STATE AUDITOR, the financial affairs 
of Minneapolis Employees Retirement Board, year 
ended December 31, 1980, St, Paul [1981] 1 sheet 
10.5 x 15 cm. (microfiche) 

81-1778, 


- 974 - 

STATE AUDITOR. Report...on the financial affairs 
of Morrison County, year ended December 31, 1980. 
St, Paul [1982] 1 sheet 10,5 x 15cm. (microfiche) 

82-0228, 


- 975 - 
STATE AUDITOR. Report...on the financial affairs 
of Municipal Parking System of the city of St, Cloud, 
Stearns, Sherburne, and Benton Counties, year ended 
December 31, 1980, St, Paul [1981] 1 sheet 
10.5 x 15cm. (microfiche) 
81-1679, 


STATE AUDITOR. Se the financial affairs 
of Murray County, year ended December 31, 1980, 
St. Paul [1981] i1sheet 10.5 x 15cm, (microfiche) 

82-0152, 


- 977 - 

STATE AUDITOR. Report...on the financial affairs 
of Nobles County, year ended December 31, 1980, 
St, Paul [1981] 1 sheet 10,5 x 15 cm, (microfiche) 

82-0153, 


- 978 - 

STATE AUDITOR. Report...on the financial affairs 
of Norman County, year ended December 31, 1980, 
St. Paul [1982] 1sheet 10.5x 15cm, (microfiche) 

82-0229. 


STATE AUDITOR. Report. ne * the financial affairs 
of Northwest Regional Corrections Center, year 
ended December 31, 1980, St, Paul [1982] 1 sheet 
10.5 x 15 cm, (microfiche) 

82-0230. 


STATE AUDITOR, munch the financial affairs 
of Olmsted County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10.5 x 15cm, (microfiche) 

81-1777. 


- 981 - 
STATE AUDITOR. Report...on the financial affairs 
of Otter Tai] County, years ended December 31, 1979 
and 1980, St, Paul [1981] 1sheet 10,5 x 15cm. 
(microfiche) 
81-1776, 


STATE AUDITOR, Report. » i the financial affairs 
of Pennington County Nursing Home Board (Oakland 
Park Nursing Home), year ended December 31, 1980, 
St. Paul |1981| 1sheet 10.5 x 15cm. (microfiche) 
81- 1684, 


STATE AUDITOR. Report, the financial] affairs 
of Pennington County, year ended December 31, 1980. 
St. Paul [1981] 1sheet 10,5 x 15cm. (microfiche) 
82-0113. 


- 984 - 

STATE AUDITOR. Report...on the financial affairs 
of Pipestone County, years ended December 31, 1980, 
St. Paul [1981] 1sheet 10.5 x 15 cm. (microfiche) 

81-1589, 
- 985 - 

STATE AUDITOR. Report...on the financial affairs 
of Public Utilities Commission, city of Hibbing, 
years ended December 31, 1980 and 1979. St, Paul 
[1981] 1sheet 10,5 x 15 cm, (microfiche) 

81-1010. 


- 986 - 

STATE AUDITOR. Report...on the financial affairs 
of Ramsey County abstract clerk, Ramsey County, 
year ended December 31, 1979, St. Paul [1980] 
1 sheet 10,5 x 15 cm. (microfiche) 

81-0987. 


- 987 - 

STATE AUDITOR. Report...on the financial affairs 
of Redwood County, year ended December 31, 1980. 
St. Paul [1981] 1sheet 10.5 x 15 cm. (microfiche) 

82-0154, 


- 988 - 

STATE AUDITOR. Report,.,on the financial affiirs 
of Region VIII North Welfare Board, year ended 
December 31, 1980, St, Paul [1981] 1 sheet 
10.5 x 15 cm. (microfiche) 

82-0231, 


- 989 - 

STATE AUDITOR. Report...on the financial affairs 
of Renville County, year ended December 31, 1980. 
St. Paul [1981] 1sheet 10,5 x 15cm. (microfiche) 

82-0157, 


- 990 - 
STATE AUDITOR. Report,,..on the financial affairs 
of Rock County, years ended December 31, 1980, 


St. Paul [1981] 1sheet 10,5 x 15cm, (microfiche) 
81-1590, 


- 991 - 
STATE AUDITOR. Report...on the financial affairs 
of Root River Soil and Water Conservation District, 
fiscal years ended June 30, 1979 and 1980, St, Paul 
[1981] 1sheet 10.5 x 15 cm. (microfiche) 
81-1008, 


STATE AUDITOR. Report. the financial affairs 
of St, Louis County, year ended December 31, 1980, 
St. Paul [1981] 1 sheet 10,5 x 15cm. (microfiche) 
82-0114, 
- 993 - 
STATE AUDITOR. Report,..on the financial affairs 
of Sherburne County, year ended December 31, 1980, 
St. Paul [1981] 1 sheet 10,5 x 15 cm. (microfiche) 
82-0158, 


- 994 - 

STATE AUDITOR. Report...on the financial affairs 
of the Bloomington Fire Department Relief Associa- 
tion, year ended December 31, 1980, St, Paul 
[1981] 1sheet 10.5 x 15 cm. (microfiche) 

81-1685, 


- 995 - 

STATE AUDITOR. Report. mee Bs the financial affairs 
of the Brooklyn Park Firemen's Relief Association, 
year ended December 31, 1980, St. Paul [1982] 

1 sheet 10,5 x 15 cm, (microfiche) 
82-0223. 
- 996 - 

STATE AUDITOR. Report...on the financial affairs 
of the city of Minnetonka Firemen's Relief Associa- 
tion, year ended December 31, 1980. St. Paul 
[1982] 1sheet 10,5 x 15 cm. (microfiche) 

82-0224, 
- 997 - 

STATE AUDITOR. Report...on the financial affairs 
of the city of Two Harbors, Lake County, year ended 
December 31, 1980. St, Paul [1981] 1 sheet 
10,5 x 15 cm. (microfiche) 

81-1007. 


- 998 - 

STATE AUDITOR. Report...on the financial affairs 
of the Coon Rapids Firemen's Relief Association, 
year ended December 31, 1980, St. Paul [1981] 
1 sheet 10.5 x 15cm. (microfiche) 

81-1780. 


STATE AUDITOR. Report, = the financial affairs 
of the Duluth Police Pension Association, year ended 
December 31, 1980, St, Paul [1981] 1 sheet 
10.5 x 15cm. (microfiche) 

81-1682, 
- 1000 - 

STATE AUDITOR. Report...on the financial affairs 
of the Faribault Fire Department Relief Association, 
Incorporated, ycar ended December 31, 1980, 

St. Paul [1981] 1sheet 10,5 x 15 cm. (microfiche) 
81-1681, 


STATE AUDITOR. Report. == the financial affairs 
of the Minneapolis Police Relief Association, year 
ended December 31, 1979. St, Paul [1980] 1 sheet 
10.5 x 15cm, (microfiche) 

80-3027. 
- 1002 - 


STATE AUDITOR. Report...on the financial affairs 
of the Proctor Fire Department Relief Association, 
year ended December 31, 1980, St, Paul [1981] 

1 sheet 10,5 x 15cm, (microfiche) 

81-1680, 


STATE AUDITOR. Report. : 7 the financial affairs 
of the South St. Paul Firemen's Relief Association, 
year ended December 31, 1980, St, Paul [1981] 

1 sheet 10,5 x 15cm. (microfiche) 
81-1683, 


- 1004 - 

STATE AUDITOR. Report...on the financial affairs 
of the Traverse County Nursing Home, year ended 
December 31, 1980, St. Paul [1981] 1 sheet 
10.5 x 15 cm. (microfiche) 

81-1004, 


STATE AUDITOR. Report. or the financial affairs 
of the Western Lake Superior Sanitary District, year 
ended December 31, 1980. St. Paul [1981] 1 sheet 
10.5 x 15cm. 

81-1087, 


STATE AUDITOR. Report, = the financial affairs 
of the Two Harbors Volunteer Fireman's Relief Asso- 
ciation, year ended December 31, 1980. St, Paul 
[1981] 1sheet 10,5 x 15 cm. (microfiche) 
81-1036. 


STATE AUDITOR. Report, = the financial affairs 
of Traverse County, year ended December 31, 1980. 
St, Paul [1981] 1sheet 10.5 x 15cm. (microfiche) 

81-1134, 


STATE AUDITOR. Report, ke financia! affairs 
of Wadena County, year ended December 31, 1980, 
St. Paul [1982] 1sheet 10,5 x 15cm, (microfiche) 

82-0232. 


STATE AUDITOR. Report. aie financial affairs 
of Waseca County, year ended December 31, 1980, 
St. Paul [1981] 1sheet 10,5 x 15 cm. (microfiche) 

82-0115, 


STATE AUDITOR. Report. 3 1 the financial affairs 
of Watanwan County, years ended December 31, 1980, 
St. Pau [1981] 1sheet 10.5 x 15 cm. (microfiche) 
81-1591, 


STATE AUDITOR. Report. Ion the U, S, Department 
of Transportation, Federal Aviation Administration, 
project no, 7-27-0103-01; final audit report “cr the 
period March 31, 1975 through August 27, 1980. 

St, Paul [1980] 1 sheet 10,5 x 15cm. (microfiche) 
80-3028, 
- 1012 - 

STATE AUDITOR. Report...revenues, expenditures, 
and debt of the local governments in Minnesota for 
the fiscal years ended during the period July 1, 1979 
to June 30, 1980. St. Paul [1981] 1 sheet 
10.5 x 15cm. (microfiche) 

81-1084, 


- 1013 - 

STATE AUDITOR. Upper Minnesota Valley Regional 
Development Commission, region six west financial 
statements and supplementary information, with re- 
port of certified public accountants. 1980 81. [By] 
Acthur Young. [St. Paul] 1 sheet 10.5 x 15 em. 
(microfiche) annual. 

Title on header: Report... Upper Minnesota... 
supplementary information, 
82-0162, 


- 1014 - 

STATE AUDITOR. Volunteer firefighters relief associ- 
ations in Minnesota: summary service pension report 
by benefit type, year ended December 31, 1980 with 
compilation report of certified public accountants, 
[St. Paul, 1981] 1 sheet 10,5 x 15cm, (microfiche) 

Title on header: Volunteer firefighters... report 
by benefit type. 
82-0184, 


STATE AUDITOR. West Central Regional Development 
Commission, Fergus Falls, Minnesota, audit report, 
fiscal year ended June 30, 1981 [by] Kanne & Wesson, 
[St. Paul, 1981] 1 sheet 10,5 x 15cm. (microfiche) 

Title on header: Report...West Central... 
82-0163. 


- 1016 - 

[STATE] ETHICAL PRACTICES BOARD. Minnesota 
Public disclosure law; campaign finance summary; 
1932 principal campaign committees of candidates 
for State Office. Pt. 1. Total receipts ani ex- 
penditures. St, Paul, 1983, 19p., 83-623432 


- 1017 - 
[STATE] ETHICAL PRACTICES BOARD. Supplemental 


lobby list, July 1-September 30, 1981, (St. Paul, 
n.d.| I1sheet 10,5 x 15cm, (microfiche) 
81-1805, 


- 1018 - 

STATE HEALTH PLANNING AND DEVELOPMENT 
AGENCY. Manual for review of the appropriate- 
ness of institutional and home health services: State 
of Minnesota joint procedures and criteria for use by 
health systems agencies and the State Health Planning 
and Development Agency. St, Paul, 1980, 1 sheet 
10,5 x 15 cm, (microfiche) 

On header: Draft. 
80-2359, 


- 1019 - 

STATE PLANNING AGENCY, Biennial report to the 
Legislature. 1980-81, [St, Paul] 1 sheet 
10.5 x 15 cm, (microfiche) 

Agency abolished by Laws of 1981, Ch, 356, 
sec. 64, effective July 1, 1981, 
81-1706, 
- 1020 - 

STATE PLANNING AGENCY. Mississippi River corri- 
dor critical area plan for Dayton, Minnesota. 
Plymouth, Minnesota, McCombs-Knutson Associates, 
Inc., 1980. 1 sheet 10,5 x 15cm. (microfiche) 

ill. 

80-2485. 


- 1021 - 

STATE PLANNING AGENCY. A report to the Depart- 
ment of Housing and Urban Development for incentive 
funding for State and regional strategy. ([St. Paul] 
1980, 1sheet 10,5 x 15 cm, (microfiche) 

80-2988, 


- 1022 - 

STATE PLANNING AGENCY, Human Resources Plan- 
ning. Housing for the elderly, prepared by Cynthia 
Koeck [and others. St. Paul] 1981. 1 sheet 
10.5 x 15 cm. (microfiche) (Its Technical papers) 

On header: Minnesota's elderly in the 1990's. 
81-1437, 
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- 1023 - 

STATE PLANNING AGENCY. Human Resources Plan- 
ning. Minnesota's elderly in the 1990's [final 
Feport. St. Paul] 1981. 1 sheet 10.5 x 15 cm. 
(microfiche) ill. 

81-1346, 


- 1024 - 
STATE PLANNING AGENCY. Human Resources Plan- 


—— 3 Tax policy and the elderly, prepared by 
arrell Shreve. [St. Paul] 1981. 1 sheet 10.5 x 
15 cm. (microfiche) (Its Technical papers) 

On header: Minnesota's elderly in the 1990's. 


- 1025 - 

STATE RETIREMENT SYSTEM. Minnesota State Re- 
tirement System, State Employees Retirement Fund, 
actuarial valuation as of June 30, 1980. [Min- 
neapolis, The Wyatt Co,] 1981. 1 sheet 10.5x 
15 cm, (microfiche) 

Title on header: Actuarial valuation as June 30, 
1980. 
81-0971, 

UNIVERSITY OF MINNESOTA, Minneapolis. Dept. 
of Anthropology. Publications in anthropology. 
Minneapolis. 


~ 1026 - 
1. Oneota studies. Edited by Guy E. Gibbon. 
Coatribators: James A. Brown [and others] 
1982 [c1983] vii, 122p. ill. 83-623540 


- 1027 - 

WASTE MANAGEMENT BOARD. Report on hazardous 
waste management. Interim report #1: hazardous 
waste processing and disposal methods [by Roy F, 
Weston, Inc.| Crystal, 1981. 
(microfiche) 

82-0179. 


- 1028 - 
WATER RESOURCES BOARD. Section II of Minnesota 
Water Resources Board managers' handbook: roster 
of watershed district boards of managers in Minne- 


sota and of officers of other organizations, St, Paul, 


1981, 1sheet 10.5x 15cm. (microfiche) ill. 
Title on header: Roster of watershed... 
82-0116. 

MISSISSIPPI 


AGRICULTURAL AND FORESTRY EXPERIMENT 
STATION, Mississippi State. Bulletin. Missis- 
sippi State. 


- 1029 - 
921. General characteristics of selected coiton 
varieties [by] R.R. Bridge [and] J. F. Chism. 
1983. [5|]p. ill. 


AGRICULTURAL AND FORESTRY EXPERIMENT 
STATION, Mississippi State. Research report. 
Mississip 


- 1030 - 

v. 8, no, 11. Corn and wheat in a double-cropping 
system [by] W. Paul Williams [and] Joe O. San- 
ford. 1983. [4] p. 

Issued in cooperation with ARS, USDA. 


AGRICULTURAL AND FORESTRY EXPERIMENT 
STATION, Masiestpe State. Soil survey of 
Tishomingo Cc oanty, Mississippi [by Karl H. Miller. 
Mississippi State, 1983] vii, 93, 36p. ill. 

Issued in cooperation with the U.S. Soil Coa- 
servation Service. 83-603335 


sheet 10,5 x 15cm. 


AGRICULTURAL AND FORESTRY EXPERIMENT 


STATION, Mississippi State. Technical bulletin. 
[Mississippi State] 


- 1032 - 

117. Using the CIM model to evaluate and improve 
cotton insect-control strategies in Mississippi 
Task Force-79 and-81 [by] Ronald W. McClendon 
[and] Larry G. Brown. [1983] 10p. ill. 


- 1033 - 
119. Sicklepod in Mississippi soybeans [by] 
W.L. Barrentine [and others, 1933] 36 p. 
ill. 


BUREAU OF GEOLOGY. Bulletin, Jackson. 


- 1034 - 

125. Paleogene calcareous nannoplankton bio- 
stratigraphy: Mississippi, Alabama and Ten- 
nessee [by] William G, Siesser. 1983, 61). 
ill, 83-623545 


DEPT, OF ARCHIVES AND HISTORY, Archaeological 
report. Jackson. 


12. The grand village of Ae Ratchez revisited; 
excavations at the Fatherland site, Adams County, 
Mississippi, 1972 [by] Robert S. Neitzel. 1983. 
183 p,+ ill. 83-620022 

- 1036 - 

LEGISLATURE. Joint Committee on Performance 
Evaluation and Expenditure Review. A financial 
management review of the Bureau of Recreation 
and Parks of the Department of Natural Resources, 
information compiled and prepared by Wanda G. Ray 
[and others. Jackson] 1983. x, 47p. ill. 

On cover: Report to the Mississippi Legislature. 


MISSOURI 


AGRICULTURAL EXPERIMENT STATION, Columbia. 
Research bulletin. Columbia. 


- 1037 - 

1051. A soil productivity 7 based upon predicted 
water depletion and root growth [by] L.N. Kiniry, 
C.L. Scrivner, and M.E. Keener. 1983, 25 p, 
ill. 


- 1038 - 
BUREAU OF EMERGENCY MEDICAL SERVICES. 


Licensed ambulance services directory. [Jefferson 
City} 1983. 101 p.+ ill. 


- 1039 - 

COMMITTEE ON LEGISLATIVE RESEARCH. Classi- 
fied index, truly agreed to and finally passed House 
and Senate bills. 82d General Assembly, Ist regular 
session, 1983. [Jefferson City] 107p. annual. 


- 1040 - 
CROP AND LIVESTOCK REPORTING SERVICE. 
Missouri farm facts. 1983. Barbara Yount, 
editor, Jefferson City. 56p. ill. annual. 


77-648377 


- 1041 - 
DEPT. OF CONSERVATION. Conservation successes, 


by Larry Behrens. [Jefferson City, c1983| 13 p. 
ill. 


- 1042 - 
DIVISION OF COMMUNITY AND ECONOMIC DEVELOF- 
MENT. Community profile[s. Jefferson City} 
76-622415 


Camdenton, Missouri, Camden County. [1983. 
4) p. 
Claycomo, Missouri, Clay County. [1983, 4] p. 
Elsberry, Missouri, Lincoln Coanty. [1983, 4] p. 
Fulton, Missouri, Callaway County. [1983. 4] p. 
Gladstone, Missouri, Clay County. [1983. 4] p. 
Houston, Missouri, Texas County. trees 4] p. 
LaPlata, Missouri, Macon County, [1983, 4] p. 
Lee's Summit, Missouri, Jackson County. [1983, 
4|p. 
Maryville, Missouri, Nodaway County. [1983. 
4|p. 
Nevada, Missouri, Vernon County, [1983, 4] p. 
Perryville, Missouri, Perry County, [1983. 
4] p. 
Piedmont, Missouri, Wayne County. [1983. 4] p. 
Pleasant Valley, Missouri, Clay County. [1983. 
4|p. 
Puxico, Missouri, Stoddard County, [1983, 4] p. 
Sedalia, Missouri, Pettis County. [1983, 4] p. 
Smithville, Missouri, Clay County. [1983. 4] p. 
Taney County, Missouri. [1983, 4] p. 
Warrensburg, Missouri, Johnson County. [1933, 
4|p. 


- 1043 - 
DIVISION OF EMPLOYMENT SECURITY. Research 
Missouri occupational Staf- 


May, 1982, 

Occupational employmen: statistics) 
Issued in cooperation with the U.S. Bureau oi 
Labor Statistics and U.S. Employment and Training 

Administration. 
Cover title: Local government staffing patterns. 


DIVISION OF FAMILY SERVICES. Annual report. 
7th; 1980/81 [Prepared by Division of Planning 
and Budget, Research and Statistics. Jeffersoa 
City] 141p. ill. 


Report year eads June 30, 77-640389 


DIVISION OF GEOLOGY AND LAND SURVEY. Esti- 
mated water use in Missouri, 1980, by Mark Marikos 
and Joan Skelton. Rolla [1982?] sheet. ill. 
Issued in cooperation with the U.S. Geological 
Survey, Water Resources Division. 


- 1046 - 

DIVISION OF HEALTH. Bureau of Community 
Sanitation. Sanitation rule and laws governing 
temporary food service establishments [effective 
December 11, 1931, Rev. Jefferson City, n.d. | 
12 p. 


- 1047 - 

DIVISION OF INSURANCE, Statistical Section. Pro- 
ducts liability, closed claim data in Missouri, 1978- 
1981, [Jefferson City] 1933. 90p, ill. 

83-623429 


MISSOURI 


- 1048 - 

DIVISION OF PARKS AND HISTORIC PRESERVATION. 
Exploring Missouri River country, by Don Pierce. 
[Jefferson City, n.d.] xii, 276 p. ill, 

$7. 95. 


- 1049 - 
DIVISION OF PARKS AND HISTORIC PRESERVATION, 
Ha Ha Toaka State Park; trail and natural area guide. 
[Jefferson City, n.d.] folder. ill. 


- 1050 - 
DIVISION OF PARKS AND HISTORIC PRESERVATION, 
St. Francois State Park. [Jefferson City, n.d. ] 
folder, ill. 


- 1051 - 
DIVISION OF PARKS AND HISTORIC PRESERVATION. 
St. Joe State Park, [Jefferson City, n.d.| folder. 
ill. 


- 1052 - 
DIVISION OF TOURISM. Missouri floating & canoeing. 
Jefferson City |1983] unpaged. ill, 


- 1053 - 
JUVENILE JUSTICE REVIEW COMMITTEE. Detention 
of juveniles; a review of practices in Missouri. 
Jefferson City, 1931, i, 22 p. ill. 83-623430 


- 1054 - 
OFFICE OF ADMINISTRATION. Division of Budget 
and Planning. Constitutional amendment no. 1; 


$250 million bond authorization fact book. |Jef- 
ferson City] 1983, 19p, 


OFFICE OF ADMINISTRATION Personnel Division. 
Annual report of the Division of Personnel and the 
Personnel Advisory Board of the Office of Admini- 
stration, State of Missouri transmitted to the 
Governor and members of the General Assembly. 
1982/83. [Jefferson City] 69p. ill. 

Report year ends June 30, 
- 1056 - 

STATE AUDITOR. Department of Mental Health, 

St. Louis State Hospital and auxiliary funds, three 
years ended June 30, 1982. Jefferson City, 1983. 
ii, 84p. ill. (Its Report no, 83-91) 


75-64 9860 


- 1057 - 

STATE AUDITOR. Department of Natural Resources, 
two years ended June 30, 1982. Jefferson City, 
1983, ii, 112p, ill. (Its Report no, 83-87) 

83-6233 97 


STATE AUDITOR. Department af Social Services, 
Division of Family Services, Low Income Home 
Energy Assistance Block Grant, year ended Sep- 
tember 30, 1982. Jefferson City, 1983. i, 34p. 
ill, (Its Report no, 83-83) 


STATE AUDITOR. Office of Lieutenant Governor, 
two years ended June 30, 1983, and the period 
January 12, 1981, to June 30, 1981, Jefferson 
City, 1983. i, 241, ill, (Its Report no. 83-80) 

- 1060 - 

STATE LIBRARY, Jefferson City. Annual program, 
Library services construction act; appropriated 
funds, 1982/83, [Jefferson City. 6] p, 


- 1061 - 

STATE LIBRARY, Jefferson City. A compilation of 
newspaper reports of the Missouri General Assembly. 
12th; 82nd General Assembly, Ist regular session, 
1983, Jefferson City. 164p. annual, 


: 
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- 1062 - 
STATE DEPT. Campaign Reporting Division, Mis- 
souri annual campaign finance report. 5th; 1982. 
Jefferson City. iv, 314 - ill. 79-649253 


1063 - 
STATE DEPT, Records Management and Archives 
Service. Annual report. 1982783. [Jefferson — 
City? 16 p. ill. 


1064 
UNIVERSITY OF MISSOURI, Columbia. Dept. of 


Anthropology. American Archaea haeology Division. 
Cultural resources Survey: Harry S. Turman Dam 
amd Reservoir project. A project conducted for the 
United States Government, U.S. Army Corps of 


Engineers, Kansas City District. [Columbia] 1933. 


10 v. 
Vols. 3-10 are ill. 
Contents: —v. 1, Historical resources: chro- 


nology of Osage River history, by C.H. Synhorst. 
—v. 2. Historical resources: historical gazetteer 
am mitigation recommendations, by C.H. Synhorst. 
—v. 3. Architectural survey, by N.M. Linderer. 
—v. 4. The archaeological survey, by D.C. Roper. 
—v. 5. Lithic and ceramic studies, by M. Piont- 
kowski and others. —v. 6. Euro-American settle- 
ment of the lower Pomme De Terre River Valley, 
by R.L, Miller. —v. 7. Archeological test 
excavations: 1975, by S.A. Chomko. —v. 8. 
Archeological test excavations: 1976, by A.L. 
Novick and C,E. Cantley. —v. 9. Preliminary 
studies of eariy and middle archaic components, 
by M. Piontkowski and J.E. Joyer. —v. 10. En- 
vironmental study papers, by R.A. Ward aad others. 
83-603131 


- 1065 - 
UNIVERSITY OF MISSOURI, Columbia, Museum oi 


Art and Archaeology. Muse. No, 16; 1982.” 
[Columbia] 88 p. annual. 70-207346 


MONTANA 


AIR QUALITY BUREAU. el air quality data 
and information summary. 1982. [By] James J. 
Olsen [and] Jerry Schneider, Helena. 2v. ill. 
Title for vol. 2: A supplementary report; data 
analysis. 82-642455 


- 1067 - 
CRIMINAL JUSTICE DATA CENTER. Crime in 
Montana; annual report. 1982. Helena. v, 31 p. 
ill. 77-6433 54 


- 1068 - 
DEPT. OF FISH, WILDLIFE, AND PARKS. Missouri 
River guide from Holter Lake to Great Falls. 
[Helena, n.d.| folder. ill. 


- 1069 - 

DEPT, OF FISH, WILDLIFE, AND PARKS. Montana 
cooperative elk-logging study; [annual] progress 
report. 1980. [Helena] xiv, 90p. ill. 

Issued in cooperation with the Region 1, U.S. 
Forest Service, Intermountain Forest and Range 
Experiment Station, Bureau of Land Management 
and School of Forestry, University of Montana. 


- 1070 - 

DEPT. OF SOCIAL AND REHABILITATION SERVICES, 
Community Services Division. Montana child care; 
quality child care a reflection of your concern [by 
Child Care Resources. Helena, n.d.] folder. 

ill. 


DIVISION OF FORESTRY. Timber resources of 
Lincoln, Sanders, Flathead and Lake Counties. 
Missoula, 1982. xx, 202 p. ill. 

Issued in cooperation with the Forest Survey, 
Intermountain Forest and Range Experiment Station, 
Region 1, USDA Forest Service. 

On cover: Working circle 1. 


- 1072 - 

DIVISION OF HEALTH SERVICES AND MEDICAL 
FACILITIES. Health risk prevalence: a report 
card for Montana; a 1982 statewide analysis of 
selected health risk factors, by Robert W. Moon 
{and| Daniel A, Graybill. [Helena] Montana Health 
Education/Risk Reduction Project, Division of Health 
Services and Medical Facilities, Dept. of Health and 
Environmental Sciences [1933] xv, 94 p. ill. 

83-623437 


- 1073 - 

[FISHERIES DIVISION] Flathead River fishery study, 
3d; 1931. Prepared by John Fraley, Don Read [and] 
Pat Graham. Sponsored by the Enviroameatal 
Protection Agency, Region VIII, Water Division. 
[Helena] various pagings. ill, amwal. 


-_ 1074 - 
LAW, STATUTES, ETC. Laws and resolutions of the 
State of Montana enacted by the Legislature. 


48th Legislature, regular session, 1933. Compiled 
by Legislative Council, [Helena] 3 v. 
Printed by Lorraine Press. 80-640243 


- 1075 - 
OFFICE OF BUDGET AND PROGRAM PLANNING, 
[Montana] appropriation report, regular session. 
1983/85. [Helena] various pagings. 


- 1076 - 
STATE LIBRARY, Helena. Moatana pablic library 
standards. [Rev.] Helena, 1933. iv, 13 p. 


NEBRASKA 


077 - 
ARTS COUNCIL, The 1983- 184 Nebraska touring 
program. [Omaha, n.d.] ii, 24p. ill. 
Cover title: Nebraska artists on tour, 1983-1934 
Nebraska Arts Council. 


- 1078 - 

BUREAU OF PLANT INDUSTRY, Nebraska nursery- 
men and dealers; certificates. 1982/83. [Lincoln] 
unpaged. 


- 1079 - 

[COMMISSION ON INDIAN AFFAI IRS] Nebraska 
American Indian Day, celebrated the fourth Monday 
in September, prepared by Carol E. Jorde, Kerry 
H. Baldwin, and Indian Commission staff. Artwork: 
Dan Long Soldier [and] Wade Miller. [Lincoln] 
1933, 24p. ill, 

Issued in cooperation with the Dept. of Education. 


- 1080 - 

COUNCIL ON TEACHER EDUCATION. Policies & 
criteria for the approval of teacher education pro- 
gram & institutions in Nebraska. [Lincoln, n.d. ] 
iii, 199 p. ill. 

- 1081 - 


DEPT, OF ADMINISTRATIVE SERVICES. Budget 


Division, Budget preparation instructions; State 
Of Nebraska. 1985-86, [Lincoln] 117p. ill. 


- 1082 - 
DEPT, OF ECONOMIC DEVELOPMENT. Available 
industrial building; Gordon, Nebraska, 22,650 sq. ft. 
[Lincoln, n.d. 2] p. ill. 


- 1083 - 
DEPT. OF ECONOMIC DEVELOPMENT. Nebraska 


community profile. [Lincoln] 77-622950 
Chappell. 1983. [4]p. ill. 
Cozad. 1983, ([4]p. ill. 
Gretna. 1983. [4] p. ill. 
Gothenburg. 1983. [4]p. ill 
Palisade. 1983. [4]p. ill. 
- 1084 - 
DEPT. OF ECONOMIC DEVELOPMENT. Division of 
Travel and Tourism. Nebraska 1983 events table. 


TUincoln, 19837 unpaged. ill. 
- 1085 - 
DEPT. OF ECONOMIC DEVELOPMENT. _ Division of 


directory. [Lincoln, 1983] unpaged, ill. 
- 1086 - 

DEPT, OF ECONOMIC DEVELOPMENT. Division of 
Travel and Tourism, Nebraska 1983-84 hotel & 
motel directory, [Lincoln, 1983] unpaged. 

- 1087 - 
almanac. 
209 p. 


DEPT, OF PERSONNEL. 
Ist ed. Lincoln, 1983, 


- 1088 - 
DEPT, OF PERSONNEL. State of Nebraska salary 
survey. July 1933. [Lincoln| 155 p. ill. 
annual, 80-646546 


DEPT, OF PUBLIC WELFARE. CC-Pam|phlet] 
[Lincoln| 
- 1089 - 
5. SSI disabled children's program. [Rev. n.d. ] 
folder. ill. 
DSS pam|phlet. 


DEPT, OF PUBLIC WELFARE, 
Lincoln| 
- 1090 - 


936, Subsidized adoption; a program for children 
with special needs. |Rev. n.d. 2] p. 


DEPT, OF ROADS, Nebrask rail plan annual update. 
1983. Prepared with assistance from Wilbur Smith 
and Associates in association with Rovert Holsinger 
and Wells Engineers for the Federal Railroad Ad- 
ministration. [Lincoln] various pagings. ill. 

- 1092 - 

DEPT, OF ROADS, Office of Engineering Services. 
Planning Division. Highway Statistics Unit. 
Nebraska highway statistics, State and local road 
and street data. 1982. Prepared in cooperation 
the Federal Highway Administration. 

v, 10. p. ill. 78-62 1282 


- 1093 - 

DIVISION OF HEALTH DATA AND STATISTICAL 
RESEARCH. Nebraska health facility reports; 
hospitals. 1980-81. Prepared [in| cooperation 
with Division of Licensure and Standards and the 
Division of Health Care Facilities. [Lincoln] 2 v. 
ill. annual. 80-645370 


- 1094 - 
DIVISION OF HEALTH DATA AND STATISTICAL 
RESEARCH. Nebraska health manpower reports; 


physicians. 1980. Prepared [in] cooperation with 
the Bureau of Examining Boards. [Lincoln] 33 1, 
4ll. annual, sn 78-6835 


- 1095 - 

FISHERIES DIVISION. Federal aid in fish restoration, 
Dingell-Johnson project F-73-R-1; performance 
report |period covered| March 22, 1982 through 
December 31, 1982 [by Geae J. Zuerlein. Lincoln, 
1982? 2]1. 


- 1096 - 

FISHERIES DIVISION. Federal aid in fish restoration, 
Dinge!l-Joanson project F-74-R; final report for the 
period September 1, 1982 through December 31, 
1982 [by Gene Zuerlein. Lincoln, 1982, 2] 1. 

- 1097 - 

FISHERIES DIVISION. Population estimates of 

channelized Missouri River fishes, by Larry W. 


Hesse. Conducted in cooperation with N.O.A,A., 
National Marine Fisheries Service, [Lincoln] 1983, 
8 p. 


- 1098 - 

FISHERIES DIVISION. Population estimates of Mis- 
souri River fishes, project 2-359-R; performance 
report for segment 3, October 1, 1981 through 
September 30, 1982 [by Larry W. Hesse] Conducted 
in cooperation with N.O.A.A., National Marine 
Fisheries Service. [Lincoln, 1983. 4] 1. 


- 1099 - 
GAME AND PARKS COMMISSION. The ethical hunter. 
[Lincoln, n.d.] folder. ill. 


- 1100 - 
GAME AND PARKS COMMISSION. Family camping 
guide. |Lincoln, n.d.| unpaged. ill. 


- 1101 - 
GAME AND PARKS COMMISSION. Fort Kearny: a 
State historical park. ([Lincoln, n.d.| folder. 
ill. 


- 1102 - 

GAME AND PARKS COMMISSION. Fort Rodinson 
State Park activities coloring book. [Lincoln, 
nd. 10)p. ill. 

- 1103 - 

GAME AND PARKS COMMISSION. 
Recreation Area. [Lincoln] 1983. 


Louisville State 
folder. ill. 


1104 - 

GAME AND PARKS COMMISSION, Native Nebraska 
grasses and wildflowers [by D. E. Hutchinson. 
Lincoln, n.d.] unpaged. ill. 

A reprint. 


- 1105 - 
GAME AND PARKS COMMISSION. Nebraska 1983 
hunt guide; seasons and regulations. ([Lincoln, n.d. | 
folder. ill. 


- 1106 - 
GAME AND PARKS COMMISSION. Nebraska ivunting 
s2aso2s, bulletin no, 2; hanting/fur harvest. 
1932, [Lincoln] folder. ill, annual, 


NEBRASKA 
a 
ound 
7 
53 


- 1107 - 
GAME AND PARKS COMMISSION. Nebraska svring 
turkey season. Lincoln [n.d.] folder. ill. 


- 1108 - 
GAME AND PARKS COMMISSION. Nebraska wild 
turkey fall seasons. Lincoln [n.d.| folder. 


ill. 1109 

GAME AND PARKS COMMISSION. Platte River park 

lands. [Lincoln, n.d.] N15 p. ill. 
- 1110- 

GAME AND PARKS COMMISSION. Rock Creek 
Statioa; a State historical park. [Lincoln, n.d. ] 
folder. ill. 

- llll- 

GAME AND PARKS COMMISSION. The southwest 
reservoirs; Medicine Creek, Red Willow, Swansoa 
[and] Enders State recreation areas. [Lincoln, n.d.] 
folder, ill. 

- 1112 - 

GAME AND PARKS COMMISSION. Planning and Pro- 
gramming Division. SCORP, State comprehensive 
outdoor recreation plan, Nebraska action program. 
[Lincoln] 1931. 15p. ill. 


GEOLOGICAL SURVEY. mineral operations 
review. 1982. |By]R.R. Burchett and D.A. 
Eversoll. [Lincoln] 19p. ill. annual. 

82-640230 


- 1114- 

LAWS, STATUTES, ETC. Revised statutes of 
Nebraska [1943] 1983 suppl. Edited, annotated, 
and published by the Revisor of Statutes. [Lincoln, 
©1983] 1101 p. 49-45064 


- 1115 - 
LEGISLATURE, Legislative journal of the State oi 
Neoraska. 87th-88th Legislature, 2d special ani 


Ist sessions; 1932-83. Compiled by Patrick J. 
O'Donnell. Lincoln, 2 


- 1116 - 

LIBRARY COMMISSION. Nebraska long range plan 
for library services, FY 1983 plan amendment as 
required by: Library services and construction act, 
Title I—Public library services, Title II— Public 
library construction, Title Ii—Inter-library coopera- 
tion. [Lincoln] 1983, 21 p. 

- 1117 - 

NATURAL RESOURCES COMMISSION. Flood Plain 
Management Section. Flood plain study, West Fork 
Big Blue River. Vol. 2. Hamilton, Clay, and 
Adams Counties, Nebraska. [Lincoln] 1983. 

i, 29, 28 p. ill. 


- 1118 - 
REAL ESTATE COMMISSION. Directory of licensed 
real estate brokers and salesman. June 1, 1982. 
[Lincoln] 188 p, annual. 73-647819 


- 1119 - 
SOYBEAN DEVELOPMENT [UTILIZATION AND 
MARKETING| BOARD. Soybe.un exports, what's 
in itfor me? [Lincoln, n.d.| folder. ill. 
- 1120 - 
SECRETARY OF STATE. Records Management 
Division. Records management glossary. Lin- 
toln, 1981. 24 p. 


- 1121- 
SECRETARY OF STATE. Records Management 
Division. Selecting filing equipment. Lincoln, 
TSI. 5 p. 


- 1122 - 
STATE BOARD FOR VOCATIONAL EDUCATION. 
Accoantability report for vocational education. r 
1931/82. [Lincoln] 150p. annual. 81-644505 


- 1123 - 
STATE BOARD FOR VOCATIONAL EDUCATION. 
Annual plan for vocational education in Nebraska. 
1983/84. [Lincoln] i, 121p. ill. 


- 1124 - 

STATE CIVIL DEFENSE AGENCY. Nuclear Civil 
Protection Planning Office. Sherman County, 
Nebraska emergency operations plan. Pt. B, 
Crisis relocation. Prepared [in cooperation with] 
the Loup City/Sherman County Civil Defense Agency 
and the Region 26 Common Civil Defense Agency. 
[Lincoln] 1983. various pagings. ill. 

Cover title: Local emergency operating plan. 
Pt. B. Crisis relocation, Sherman County. 


1125 - 
STATE DEPT. OF EDUCATION, Nebraska educational 
directory. 85th; 1982/83. Lincoln. 139p. ill. 
Ca7-2139 


- 1126 - 
STATE HISTORICAL SOCIETY. A guide to the 
Manuscript Division of the State Archives, 
Nebraska State Historical Society, compiled by 
Andreal. Paul. Lincoln, 1933. 88p. 83-623433 


- 1127 - 

UNIVERSITY OF NEBRASKA, Lincoln. Career Infor- 
mation System. Postsecondary vocational-technical 
program offerings in Nebraska, 1980-1981. Pre- 
pared for State Dept. of Education, Division of 
Vocational Education. Lincoln, 1980. 23 p. 


UNIVERSITY OF NEBRASKA, Lincoln. Conservation 


and Survey Division. Nebraska water survey paper. 
[Lincoln] 


- 1128 - 

55. Hydrogeology of Butler County, Nebraska [by] 
Marilyn H. Ginsberg. Prepared in cooperation 
with the U.S. Geological Survey. [1983] 

xiv, 78p. ill. 


56. Ground water levels ar 
28th [i.e. 29th] 1982. Martin S, Johnson 
and Darryll T. Pederson. Prepared in coopera- 
tion with the U.S, Geological Survey. viii, 65 p. 
ill, annual. 73-641295 


UNIVERSITY OF NEBRASKA, Lincoln, Cooperative 
Exiension Service. CC. [Lincoln] 


- 1130 - 
303. Read all about it; home exteasion club 
membership. [n.d.] folder. ill. 


UNIVERSITY OF NEBRASKA, Lincoln. 
Extension Service. 4-H. TLincoln] 


- 1131 - 
85. 4-Hin Nebraska. [n.d.] folder. ill. 


Cooperative 


- 1132 - 
UNIVERSITY OF NEBRASKA, Lincoln. Cooperative 
Extension Service. Saving your skin [by] Leon H. 


Rottmann. |Lincoln, n.d.|] 12p, il’, 
EC 83-555) 


UNIVERSITY OF NEBRASKA, Lincoln, Dept. of 
Agricultural Communications. Report. [Lincoln| 


- 1139 
5. How to get extension publications written and 
printed — policies, procedures and guidelines, 
by Jay P. Holman. Rev. 1980. 6p. 


- 1134 - 
UNIVERSITY OF NEBRASKA, Lincoln. Institute of 
Agriculture and Natural Resources. Food science 
& technology. [Lincoln, n.d. 3] p. ill. 


- 1135 - 
UNIVERSITY OF NEBRASKA, Lincoln. Institute of 
Agriculture and Natural Resources. Horticulture. 
TLincoln, n.d. 3] p. ill. 


UNIVERSITY OF NEBRASKA, Lincoln. 
Agriculture and Natural Resources. 
Programs Division. IP. [Lincoln] 


Institute of 
International 


- 1137 - 
7. International programs for citizen involvement, 
by John D. Orr. [n.d. 2]p. ill. 


- 1138 - 
8. Staff involved with specific and continuing 
international duties, [n.d. 2]p. ill. 


9. Proceedings; social, economic and 
political dimensions of international agricultural 
development; a staff development conference 
[held] March 10-11, 1982 [at] University of 
Nebraska, Lincoln, Nebraska, Editors, Dale 
G. Anderson and Norman E. Tooker. [1982 ?] 
ii, 441. 


- 1140 - 

10. A survey of long-term U.S, staff involved in 
the 1966-1973 University of Nebraska mission 
in Colombia [by] Elvis A. Dickason and Robert 
W. Kleis. 1982, 14p, 


- 1141- 

11, International programs in agriculture: past 
and present. [1983] 7 p. 

- 1142 - 

12. Proceedings; future directions for international 
programs; where are we, where do we want to be, 
how do we get there; a staff development confer- 
ence [held] March 16 and 17, 1983 [at] University 
of Nebraska, Lincoln, Nebraska. Editors, D.G, 
Hanway and Norman E. Tooker. [1983] 2i, 52 p. 


- 1143 - 

[UNIVERSITY OF NEBRASKA AT OMAHA] Center for 
Improvement of Instruction, Handbook for teaching 
assistants. [Omaha] 1931, 27 p. 


WILDLIFE DIVISION. nantes eport card survey - 
upland game portion, work plan G-80, Pittman- 
Robertson project W-15-R-37, job no. G4 — collec- 
tion of harvest data (hunter report card survey) 
upland game portion, job completion report, investi- 
gations projects as required by Federal aid in wild- 
life restoration act, report for the period March 1, 

1980 through February 28, 1981 [by Norm Dey. 

Lincoln, 1983] ii, 25p. ill. 


- 1145 - 

WILDLIFE DIVISION, Surveys and management of 
prairie grouse, work plan E-81, Pittman-Robertson 
project W-15-R-38, joo no. El - prairie grouse 
breeding ground survey and brood studies, job no. 

E2 - prairie grouse productivity and hunting success 
data, job completion report, investigations projects as 
required by Feceral aid in wildlife restoration act, 
report for the period March 1, 1931 through Febru- 
ary 28, 1982 |by Jim Mitchell and Bill Vodehnal. 
Lincoln, n.d.| ii, 15 p, ill. 

- 1146 - 

WILDLIFE DIVISION. Surveys and management of 

waterfowl and other migratory species, work plan 

C-79 [Pittman-Rovertson project W-15-R-36] job 

progress report, investigations projects as required 

by Federal aid in wildlife restoration act; report 

for the period March 1, 1979 through Fedruary 29, 

1980 [by John T. Sweet and Joseph Hyland. Lincoln, 

n.d.] 37p. ill. 


NEVADA 
All Nevada publications are distributed by the agencies 


issuing them. They are not available from the State Printing 
Office. 


- 1147 - 
State of Nevada 1980-general election. [Carson City, 
n.d, 9)1, 
- 1148 - 
State of Nevada 1982 general election. [Carson City, 
nd.}] 121, 


- 1149 - 
State of Nevada 1982 primary results. [Carson City, 
n.d.] unpaged. 


- 1150 - 
State of Nevada primary election, September 9, 1980. 
[Carson City, n.d.] 141. 


- 1151 - 

AGRICULTURAL EXPERIMENT STATION, Reao. 
Soil survey of Washoe County, Nevada, south part 
[by Otto W. Baumer. Reno, 1983] xiii, 608 p. 
ill. 


Issued with envelope with 32 maps. 
Issued in cooperation with U.S. Soil Conservation 
Service and others. 83-603165 


BUREAU OF MINES AND GEOLOGY. Map. Reno, 


- 1152 - 
72, One million scale set; active mines and oil 
fields in Nevada — 1980 [by] Keith G. Papke and 


John Schilling. 1981, col. of map on sheet 
81x 75 cm. 
$3.50. 
1153 - 


DIVISION OF GAME. Upland game, migratory game 
birds, furbearer, mt. lioa investigations, and 
season recommendations. 1933-84, By Mike Hess, 
Terry Retterer [and] San Stiver. (Reno| various 
pagings. ill. annual, 


- 1154 - 
[DIVISION OF MINERAL RESOURCES] Oil and gas 
wells drilled and completed during 1981. [Carson 
City, n.d. 1) 1. 


EMPLOYMENT SECURITY RESEARCH SECTION. 
Nevada annual planning statistics for State-Las 
Vegas SMSA-Reno SMSA-balance-of-State. 1981. 
Carson City. v, 53 p. 80-642169 


NEVADA 
- 1136 - ee 
; UNIVERSITY OF NEBRASKA, Lincoln. _Institute of 
Agriculture and Natural Resources, Plant pathology. 


- 1156 - 
INDUSTRIAL COMMISSION. Nevada Industrial Con- 
mission claims kit, workers’ compensation injury 
reports. Carson City [n.d.] 7 pieces in portfolio, 


- 1157 - 

LEGISLATIVE COUNSEL BUREAU. Research 
Division. Statistical supplement to Legislative 
districts, State of Nevada, 1981. Prepared with 
the assistance of the Dept. of Data Processing. 
[Carson City, n.d.| 81.+ 83-623426 


SECRETARY OF STATE. Pertinent sections of the 
statute, adopted rules and regulations, and general 
instructions for Nevada Election campaign practices 
act prescribed under the authority granted by 
NRS 294A.060, based on Title 24, Nevada revised 
statutes. [Carson City, a.d. 10] p. 


- 1159 - 
[STATE PERSONNEL DIVISION} State of Nevada 
group insurance plan. [Carson City, n.d.| 35 p. 


UNIVERSITY OF NEVADA, = Dept. of Social 
and Health Resources. fhfant behavior and abilities. 
TReno] 1962-6 T. 
NEW HAMPSHIRE 


- 1161 - 

DEPT. OF PUBLIC WORKS AND HIGHWAYS. New 
Hampshire's fatal traffic accidents facts. 1982. 
[Prepared by Accident Statistics Group, Electronic 
Computer Center] in cooperation with the Federal 
Highway Administration. [Coacord| 27p. ill. 

79-642725 


- 1162 - 
DIVISION OF INLAND AND MARINE FISHERIES. 
Annual report. 1982. [Concord] vi, 114p. ill. 
75-647116 


- 1163 - 
GENERAL COURT. House o/ Representatives. 


Clerk's Office. Final disposition of bills and 
resolutions, State of New Hampshire 148th Geaeral 
Court, 1933. [Concord, 1933] 177 p. 

Issued in cooperation with the Dez. of Centralized 
Data Processing. 


NEW JERSEY 


- 1164 - 
ADULT DIAGNOSTIC AND TREATMENT CENTER, 


Avenel. Annualreport. 1982/83. Avenel. 
411. 


Report year ends June 30. 
- 1165 - 
BUREAU OF PAROLE. Annual report. 1982/83. 
Trenton. 381. ill. 
Report year ends June 30. 


1166 - 
CASINO CONTROL COMMISSION. Annual report. 
1982. [Trenton] 30p. ill. 80-648401 


- 1167 - 
DEPT. OF BANKING. Annualreport. 1982. 


[Trenton] 196 p. 79-640159 


- 1168 - 
DEPT, OF CIVIL SERVICE. Division of Equal Empoy- 


ment Opportunity and Affirmative Actioa, Discrim- 
Inafioa In employment. [Trenton, 1932. 8] p. 


DEPT, OF ENVIRONMENTAL PROTECTION. The 
State of New Jersey/United States Environmental 
Protection Agency agreement for fiscal year 1983. 
Trenton [1983] 38 p. 

Issued in cooperation with the U.S. Environ- 
mental Protection Agency, Region II, 


Cover title: NJDEP/EPA agreement, fiscal year 
1983, 


- 1170- 
DEPT. OF HIGHER EDUCATION. Annual report [of 
the] Educational Opportunity Fund Program. 
6th; 1980/81. [Trenton] iv, 53 p. ill. 
- 1171- 
DEPT, OF LABOR. Looking fora joo? [Trenioa, 
n.d.| folder. 


DEPT, OF LABOR. Division of Planning and Research. 
Temporary disability insurance in New Jersey; a 
statistical chronology, 1948-1981 [by Ching-Hsing 

Lue and Hannah Kahn, Trenton] 1983, vii, 121 p. 

ill. 83-623489 


- 1173 - 

DEPT, OF LABOR. Division of Planning and Research. 
Office of Planning and Management. Annual labor 
market review; New Brunswick-Perth Amboy-Sayre- 
ville labor area. June 1983. Prepared by James 
A. Major. Trenton. iv, 36p. ill. 

On cover: Middlesex County. 


DEPT. OF LABOR. Division of Planning and Research. 
Office of Planning and Management. Annual Tabor 
market review; Newark labor area #5640 (New Jersey) 
June 1983. Prepared by Andrew M. Smakula. 
Newark. iii, 46 p. ill. 

On cover: Essex-Morris-Somerset-Union 
Counties. 


- 1175 - 

DEPT. OF LABOR. Division of Planning and Research. 
Office of Planning and Management. Annual labor 
market review; Paterson-Clifton- Passaic labor area 
#6040, New Jersey. June 1983. Prepared by 
Robert A. Brino. Newark. iii, 42 p. ill. 

On cover: Passaic County, 
- 1176 - 

DEPT. OF LABOR. Divisioa of the Deaf. New Jersey 

Divisioa oi the Deaf.” [Treatoa, n.d. 6] p. ill. 
- 1177- 
DIVISION OF DAIRY INDUSTRY. New Jersey dairy 


Statistics [1973 to 1982] prepared by Vin G. Samuel 
[and others} Trenton [n.d.| v, 81 p. 82-623502 


- 1178 - 
DIVISION OF DAIRY INDUSTRY. Sales of milk and 
milk products in New Jersey, November 1981 
|survey. Trenton, 1982?] v, 41p. ill. 


DIVISION OF STATE POLICE. Annual report. 
59th-61st; 1979/80-1931/82. [West Trenton] 
3v. ill. 

Report year eads June 30. 23-27218 

- 1180 - 

DIVISION OF STATE POLICE. Uniform Crime Report- 
ing Unit. Uniform crime reports; State of New 
Jersey. 16th; 1982. West Trenton. viii, 181 p. 
ill. annual, 82-643666 


EDUCATIONAL FACILITIES A®biorrry. Annual 


report, 1982, [Trenton] 36p. ill. 


71-649741 


GEOLOGICAL SURVEY. Geological report series. 
Trenton. 


- 1182 - 
12-13, Bibliography and index of New Jersey geology. 
1980-81, Compiled by GeoRe! Information System, 
American Geological Institute. 2 v. 


~ 1183 - 
GOVERNOR. Remarks of Governor Thomas H, Kean 
before the joint session of the Legislature, Tuesday- 
November 23, 1982. [Trenton, 1982?] 25 p. 


- 1184 - 
HISTORICAL COMMISSION. Historical organizations 
in New Jersey: a directory, compiled by Mary Alice 
Quigley, Judith A. Fullerton [and] Diane E. Kauffman. 
[Rev.| Trenton, 1933. 75 p. 
Issued in cooperation with the League of Historical 
Societies of New Jersey. 83-12033 


LEGISLATURE. [General] Agriculture 
and Environment Committee. ublic hearing... 
on "Progress of cleanup of chemical contamination 
at the site of the proposed industrial park at Kapkow- 
ski Road in Elizabeth," held April 19, 1983... Eliza- 
beth, New Jersey. [Trenton, 1983] 16 p. 
83-623499 


1186 - 
LEGISLATURE. [General] Assembly. Committee 
on Aging +. Public hearing...on “Issues and concerns 
of senior citizens," held: February 17, 1983... 
Rutgers University, New Jersey. [Trenton, 1983] 
63 p. 83-623503 


- 1187 - 
LEGISLATURE. [General] Assembly. Committee on 
Housing and Urban Policy. Subcommittee on Public 
Housing. Public hearing...held: April 8, 1933... 


Trenton, New Jersey. [Trenton, 1983] 45, 19x p. 
83-623501 


- 1188 - 
LEGISLATURE. |General] Assembly. Independent 


held: April 11, 1983...Trenton, New Jersey. 
[Trenton, 1983] 3, 2p. 


LEGISLATURE, General| Assembly. _‘Transporta- 
tion and Communications Committee. Public hearing 
~.. on Assembly bill 3016 (An act concerning trans- 
portation services or benefits to senior citizens and 
disabled residents and making an apvropriation) 
held: May 20, 1983...Deptford, New Jersey. [Tren- 
ton, 1983] 5,60, 2x p. §3-623428 


LEGISLATURE. Senate. Cominittee on Law, Public 
Safety and Defense. Public hearing... on Senate, 
no, 6423 (Parole) held: August 16, 1983...Hawthorne, 
New Jersey. [Trenton, 1983] 5, 51 p. 
83-623500 


- 1191 - 
LOCAL PROPERTY AND PUBLIC UTILITY BRANCH, 
Local Property and Public Utility Branch newsletter 
index. [Trenton, n.d,| 11 


- 1192 - 
LOCAL PROPERTY AND PUBLIC UTILITY BRANCH. 
State of New Jersey certification of the State abstract 
of ratables. 1983. [Trenton. 10]p. 75-650046 


- 1193 - 
OFFICE OF DEMOGRAPHIC AND ECONOMIC 
ANALYSIS. New Jersey residential building permits; 
summary. 1982, Trenton. 32 p. 


- 1194 - 

RUTGERS UNIVERSITY, New Brunswick, Graduate 
School of Social Work. Social work Tutures: essays 
commemorating twenty-five years of the Graduate 
School of Social Work. Edited by Miriam Dinerman. 
Photographs by David Antebi. [New Brunswick, 
n.d.] xx, 281 p. ill. 

Issued in cooperation with the Council oa Social 
Work Education. 83-62330 


- 1195 - 

RUTGERS UNIVERSITY, New Brunswick. Graduate 
School of Social Work, Social work past: a twenty- 
five year history of the Graduate School of Social 
Work [by| Hace Tischler [and] Harold W, Demoae, Jr. 
[New Brunswick, n.d.] x, 81 p, 

Issued in cooperation with the Coancil on Social 
Work Education, 83-62331 


- 1196 - 
STATE COMMISSION OF INVESTIGATION. Annual 
report...to the Governor and Legislature. 
14th; 1982. [Treaton] 55 p. 70-633015 


- 1197 - 
|STATE] COMMISSION OF INVESTIGATION, Investi- 
gation of allegations against Lakewood Township 
Industrial Commission, [Trenton, 1982?] 
20, Al0, B3, C2, F2, G8 p. 
Cover title: Report and recommendatioas...on 
Lakewood Industrial Commission, 


- 1198 - 

STATE FARMLAND EVALUATION ADVISORY COM- 
MITTEE. Report, 20th; 1933, Trenton, 12 p. 
annual, A65-7897 

- 1199 - 


STATE LIBRARY, Trenton, Recommended law books 
for New Jersey libraries, prepared by the State 


Law Library. [Rev.] Trenton, 1983, 21 p. 
- 1200 - 
STATE PRISON, Trenton, report, 1932/83, 
[Trenton| 50p. 


Report year ends June 30. 


- 1201 - 
YOUTH CORRECTIONAL INSTITUTION, Bordentown. 


Annual report. 1982/83, |Bordentown] 
Report year ends June 30, 73 -647226 
NEW MEXICO 


- 120 
DEPT. OF INSURANCE, Directory of insurance 
companies. Oct. 15, 1932. Sania Fe. 106 p. 
annual, 81-644343 


DEPT, OF INSURANCE, st New Mexico life, 
accident, and health and property and casualty 
insurance business, combined, 1980, Santa Fe, 
43 p. 79-643773 

- 1204 - 

EMPLOYMENT SECURITY DEPT. Research and 
Statistics Section. Albuquerque area Job market. 
[Albuquerque| 1983, folder. 


NEW MEXICO oe: 

heiring...on Assembly Concurrent Resolution 55, ee 
57 


ENVIRONMENTAL IMPROVEMENT DIVISION. Plan- 
ning series. [Santa Fe] 
- 1205 - 

v. 1. State of New Mexico Health and Environment 
Department, Environmental Improvement Division 
program guide, July 1982-June 1983. [n.d.] 
39p. ill. 

Cover title: Environmental Improvement 
Division program guide. 


- 1206 - 

v. 2, State of New Mexico Health and Environment 
Department, Enviroamental Improvement Division 
five-year plan, July 1982-June 1987. [n.d.] 

230 p. ill 
Cover title: Environmental Improvement 
Division five-year plan, 83 -623427 
- 1207 - 

v. 3. State of New Mexico Health and Environment 
Department, Environmental Improvement Division 
annual evaluation, 1981/82. 60 p. 

Cover title: Environmental Improvement 
Division annual evaluation. 
Report year ends in June. 


- 1208 - 

STATE EMPLOYMENT AND TRAINING COUNCIL. 
CETA '80 New Mexico; an annual report to the 
Governor. 1979/80. ([Sanca Fe] 61p. ill. 

Report year ends Sept. 


STATE ENGINEER. Technical report. Santa Fe. 


42. Geohydrologic tremetetk of the Roswell ground- 
water basin, Chaves and Eddy Counties, New 
Mexico, by G.E. Welder. Prepared in coopera- 
tion with U.S. Geological Survey. 1983. 

vi, 28 p. ill. 
Issued in envelope with 26 geologic maps. 


WATER QUALITY PLANNING SECTION, Waiter 
qiality management fact sheet. Santa Fe. 


- 1210 - 
1, Population projections for water quality manage- 
ment. 1981. [4] p. 


NEW YORK 


- 1211 - 

AGRICULTURE AND NEW YORK STATE HORSE BREED- 
ING AND DEVELOPMENT FUND. All New Yorkers 
win with harness racing. |Albany, n. d.| unpaged. 
ill. 

1212 - 

BANKING DEPT. List of securities considered legal 
investments for New York savings banks. July 1 
1983. [Albany] 106, XXIp. annual. 35-27501 


[BUREAU OF LABOR MARKET INFORMATION| 
BLMI report. {New York] 


- 1213 - 


FY 1983 - no. 41. Current population survey data: 
New York labor market area, New York City and 
Nassau-Suffolk 1981 annual averages |by Sonya 
Kornreich. 1983] v, 69 p. 83-623474 


BUREAU OF LABOR MARKET INFORMATION, 

BLMI working paper. New York. 

- 1214 - 

FY 1983, no. 5. Changes in employment levels and 
industrial mix, 1958 to 1982; includes information 
on the United States, New York State, New York 
combined area, New York City SMSA, and New 
York City [by] Sonya Kornreich [and Michael 
Sullivan. 19827] vi, 53 p. 83-623475 

- 1215 - 

COURT OF APPEALS. Report of cases decided in the 
Court of Appeals of the State of New York. Vol. 56; 
2dser. John T. Fitzpatrick, State reporter. 

New York, Lenz & Riecker, Inc., Legal Publishing 

Division, 1982, xlv, 1118p. 

Title on spine: New York reports, Court of 

Appeals. 98-2003 

- 1216 - 
DEPT. OF AUDIT AND CONTROL. Division of Munici- 
al Affairs. Papers presented at the 1979 annual 
meeting of the Association of Towns, held at...New 
York, New York on February 19, 20, and 21, 1979. 
Albany [n. d.|] 11, 5, 6, 10, 8p. 


- 1217 - 

DEPT. OF AUDIT AND CONTROL. Division of Munici- 
pal Affairs. Bureau of Municipal Research and Sta- 
tistics. Overall real property tax rates; local gov- 
@rnments in New York State. 12th; 1981/82. 
[Albany] xii, 114p. ill. annual. 

Report year ends June 30. 
- 1218 - 
DEPT. OF AUDIT AND CONTROL. Division of Munici- 
al Affairs. Bureau of Municipal Research and Sta- 
Petics State aid to local government, programs of 
financial assistance to local governments for Siate 
and local services. 30th; 1982. [Albany] 
158 p. ill. annual. 
- 1219 - 

DEPT. OF LABOR. Legislative digest of labor-related 
bills introduced in the 1982 New York State Legisla- 
ture. Albany, 1982. 2, 4, 91. 


- 1220 - 

DEPT. OF LABOR. Counsel's Office. Anti- 
strikebreaking or job protection ordinances of 
municipalities in New York State; a uae 

dby F. J. Hmiel. Alban ° . + 
83-623357 


72-624827 


- 1221 - 

DEPT. OF MOTOR VEHICLES. Motor vehicle regis- 
trations, licenses, fees collected, deductions, and 
monies available for distribution 1982. [Albany, 
n. d.| sheet. 


- 1222 - 
DEPT. OF MOTOR VEHICLES. Division of Research 


and Development. Traffic saféty films available on 
a Toan basis. [Rbany 1982?] iii, 8p. 
On cover: Films, ilms, films. 
- 1223 - 

DEPT. OF SOCIAL SERVICES. Division of Family and 
Children's Services. Preventive services in New 
York State; a status report. [Albany] 1982. 

A, 129p. ill. 


- 1224 - 
DEPT. OF TRANSPORTATION. Annual report. 
1982. [Albany] 24p. ill. 68-65438 


~ 1225 - 
DEPT, OF TRANSPORTATION. ~~ Information Unit. 
Maps available from the Map Information " 
|Albany, 1983) 8 pieces in portfolio. ill. 


- 1226 - 

DIVISION OF AUDITS AND ACCOUNTS, Financial 
management practices, State University of New York 
Agricultural and Technical College at Delhi; report. 
[Albany, 1983] 2, MS2, 16, A9p. 

AL-ST-50-83. 
- 1227 - 

DIVISION OF AUDITS AND ACCOUNTS. The New York 
State Mitchell-Lama Program: fiscal impact of 
CO-OP City mortgage modification agreement; 
report. 1983} MS4, 24, A2, B2 p. 

NY-AUTH-23-82. 83-623461 
- 1228 - 

DIVISION OF AUDITS AND ACCOUNTS. Saratoga- 
Capital District Park and Recreation Commission, 
financial management practices; report. |Albany, 
— MS2, 12, A6 p. 

AL-ST-11-83. 
- 1229 - 


DIVISION OF AUDITS AND ACCOUNTS. Transfer of 
Stewart and Republic Airports from the Metropolitan 
Transportation Authority to the State of New York 
Department of Transportation; report. |Albany, 

9 “<i 2, MS2, 12, A3p. 
AL-ST-40-83. 
- 1230 - 

DIVISION OF THE BUDGET. Child welfare reform act 
of 1979: an evaluation of planning and implementation 
activities, prepared by WRI. Albany, 1982. 
various pagings. ill. 83-623368 

- 1231 - 


DIVISION OF THE BUDGET. Child welfare reform act 
of 1979: an interim report to the Governor and the 


Legislature on planning and implementation activities. 


Albany, 1982. 2, 19, 1112, 1136 p. 


- 1232 - 

DIVISION OF THE BUDGET. $aving more energy in 
State buildings [by David L. Ference and Peter W. 
Douglas. Albany] 1983. [4]p. ill. 

On cover: Budget perspective. 
- 1233 - 

INSURANCE DEPT. Fees and taxes charged insurance 
companies under the Laws of New York together with 
abstracts of fees, taxes, and other requirements of 
other States. 1983. |Albany| 192 p. =" 


83-623367 


- 1234 - 

LAWS, STATUTES, ETC. New York State Workers’ 
compensation law, 1914-1982, with Volunteer fire- 
men's benefit law, other related laws, and rules and 
regulations promulgated thereunder. [Annotations 
and practice commentaries by Martin Minkowitz. 
Albany| Workers' Compensation Board |c1983} 

XX, 923 p. 
- 1235 - 

LEGISLATURE. eee Committee on Oversight, 
and Inves on. on their Tips 


and larceny in their hearts: a study of New York 


State's professional fund raisers. |Albany an 
21 p. + 83-623366 


- 1236 - 

LEGISLATURE. Assembly. Infrastructure Task 
Force. First interim report on New York's intra- 
Structure. [Albany] 1983. viii, 124p. ill. 
(Its Legislative document) 83-623476 

- 1237 - 


LEGISLATURE. Assembly. Standing Committee on 
Education. Annual report. [Albany] 


82-645797 


NEW YORK 


- 1238 - 


LEGISLATURE. Assembly. Standing Committee on 
Social Services. Annual report. 
IZp. 3-641 


- 1239 - 

LEGISLATURE. Assembly. Ways and Means Com- 
mittee. Classification of appropriations by the 
Legislature. 1982. Prepared Noe cooperation 
with| the Senate Finance Committee. 

42-37560 


various pagings. annual. 
- 1240 - 
LEGISLATURE. Commission on Expenditure Review. 
Memorandum réport on procurement of consullung 
services. Albany, 1983. 11 p. 


- 1241 - ' 
LEGISLATURE. Commission on State-Local Relations. 
New York's local government structure: the division 
of responsibilities |an interim report, by Marilyn 
Menge. Albany, 1983] S6, ii, 158 p. 83-623335 
- 1242 - 
LEGISLATURE. Senate. Committee on Finance. 
The New York Staté tax revenue econometric model, 
prepared by Nancy H. Mantell. Philadelphia, 
Wharton Econometric Forecasting Associates, Inc., 
1983. 141. ill. 83-623365 


- 1243 - 
LEGISLATURE, Senate. Committee on Finance. 
Report of the fiscal committees on the executive 
budget. 1983/84. rong! 181 p. 
Report year ends Mar. 31. 


- 1244 - 

LEGISLATURE. Senate. Committee on Investigations 
and Taxation. “Protecting the public: a summary 
report on the activities of the Senate Committee on 
Investigations and Taxation, May 1979-January 1983. 
|Albany, 1983] 38 p. 83-623369 


- 1245 - 

LEGISLATURE. Senate. Standing Committee on 
Commerce and Economic Devel ment. Products 
Tiability: the time for action 1s now; 1982 special 
report. |Albany, 1982] 30 p. 83-623334 


- 1246 - 
LEGISLATURE. Senate. Task Force on Critical 
Problems. A report on the problems ol New York 
State’s beginning farmers: food for thought. [Pre- 
pared| for the Senate Standing Committee on Agri- 
culture. Albany, 1983. vi, 136p. ill 


80-644957 


93-623362 


- 1247 - 

NEW YORK STATE COLLEGE OF AGRICULTURE AND 
LIFE SCIENCES, Ithaca. Annual report of the New 
York State College of Agriculture and Life Sciences 
at Cornell University, Ithaca, New York, and the 
Cornell University Agricultural Experiment Station. 
95th; 1981/82. Ithaca. 137 p. 12-33295 


- 1248 - 

NEW YORK STATE COLLEGE OF HUMAN ECOLOGY, 
Ithaca. Annual report. 57th; 1981/82, [Ithaca] 
ill. 

Has also a distinctive title: Seeking practical 


results. 
Report year ends June 30. 76-615060 


- 1249 - 

OFFICE OF ESC EDUCATION PLANNING AND SUP- 
PORT SERVICES. A school district guide for eval- 
uating programs for the gifted. Albany, 1983. 

iv, 48 p. 


- 1250 - 

OFFICE OF THE STATE COMPTROLLER. |The City 
University of New York (CUNY) consolidated com- 
munity colleges’ State aid claim for the fiscal year 
ended June 30, 1980; report} Albany, 1983. 7p. 

Caption title. 
NYC-8-83. 
- 1251 - 


OFFICE OF THE STATE COMPTROLLER. [The City 
University of New York (CUNY) Search for Education, 
Elevation, and Knowledge (SEEK) program for initial 
and continued student eligibility and appropriateness 
of student financial assistance awards for the 1978-79 
academic year; report} New York, 1983. 5p. 

Caption title. 
NYC-7-82. 
- 1252 - 

OFFICE OF THE STATE COMPTROLLER. Education 
Department - registration of academic programs; 
report. Albany, 1983. 6, A2p. 

AL-ST-31-83. 
- 1253 - 

OFFICE OF THE STATE COMPTROLLER. Evaluation 
of financial aid delivery system for students in the 
State University System. [Albany, 1983] 

MS3, 12 p. 
Issued in cooperation with the State University of 
New York. 
- 1254 - 

OFFICE OF THE STATE COMPTROLLER. [Financial 
management practices of the Division of Veterans' 
Affairs through November 30, 1982; report| 
Albany, 1983. 5, A5p. 

Caption title. 
AL-ST-53-83. 
~ 1255 - 

OFFICE OF THE STATE COMPTROLLER. Interstate 
Sanitation Commission financial condition and oper- 
ating procedures, fiscal year ended June 30, 1981; 
report. Albany, 1983. 6, 2, A6p. 

NY-AUTH-4-83. 
- 1256 - 

OFFICE OF THE STATE COMPTROLLER. Legisla- 
tive review. 1981-82. [Albany| 2v. ill. 

a 61-9069 

- 1257 - 

OFFICE OF THE STATE COMPTROLLER. |Practices 
and procedures of the Department of Taxation and 
Finance as of September 30, 1982; report} Albany, 
1983. 7, A3p. 

Caption title. 
AL-ST-47-83. 


- 1258 - 


OFFICE OF THE STATE COMPTROLLER. Rochester 
School for the Deaf: State aid settlement; report. 


- 1259 - 
OFFICE OF THE STATE COMPTROLLER. Division of 


Municipal Affairs. Information for villagé officials. 
[Albany] 1982.52 p. 


~ 1260 - 
OFFICE OF THE STATE COMPTROLLER. Division of 


Municipal Affairs. {Bureau of| Municipal Accounting 
Systems. State of New York unilorm system of 
accounts for counties. Rev. Albany, 1981. 
various pagings. (loose-leaf) 

Cover title: Uniform system of accounts for 
counties. 


- 1261 - 
PUBLIC SERVICE COMMISSION. Annual report. 
1981. [Albany] 31p. ill. 22-27241 


- 1262 - 

STATE COMMISSION OF CORRECTION. Annual report. 

1981. [Albany] 40p. ill. 28-27302 
- 1263 - 

STATE COMMISSION OF CORRECTION. Program and 
Policy Analysis. Profile of admissions to county 
Jail and penitentiaries, 1982. [Albany] 1983. 

i, 131. ill. 
” On cover: Final. 83-623424 

- 1264 - 

STATE COMMISSION ON QUALITY OF CARE FOR THE 
MENTALLY DISABLED. In the matter of Rita Finn, 
a client of Rensselaer County Department of Mental 
— Unified Services; a report. {Albany} 1982. 

p. 
Issued in cooperation with the Mental Hygiene 
Medical Review Board. 
- 1265 - 

STATE CRIMINAL JUSTICE DATA CLEARINGHOUSE. 
Directory of New York State criminal justice infor- 
mation sources, prepared by Kelly K. Haskin. 
[Albany] 1983. 136 p. 83-623422 


- 1266 - 


STATE ENERGY OFFICE. New York State energy 
master plan and long-range elect:ic and gas report; 
executive summary |final report. Albany, 1982] 
12p. ill. 

On cover: Update. 


- 1267 - 

STATE ENERGY OFFICE. New York State energy 
master plan and long-range electric and gas report 
|final report. Albany, 1982] 2v. ill. 

On cover: Update. 83-623423 

STATE ENERGY RESEARCH AND DEVELOPMENT 

AUTHORITY. Report. [Albany] 


- 1268 - 

82-26. Design and demonstration of a storage 
assisted air conditioning system. Prepared by 
Long Island Lighting Company and State Univer- 
sity of New York at Stony Brook for State Energy 
Research and Development Authority and Oak 
Ridge National Laboratory. 1982. 
various pagings. ill. 


- 1269 - 

82-27. Marine biomass: New York State species and 
site studies; annual report. 1980/81. Prepared 
by D. F. Squires and | others] for State Energy 
Research and Development Authority, Gas Re- 
search Institute |and] State Gas Group. 

v, 139 p. ill. 
Report year ends Nov. 30. 


- 1270 - 

82-30. Thinning woodland with small tractors for 
fuelwood and forestry. Prepared by Wood for 
Fuel Project, Inc. for State Energy Research and 
Development Authority. 1982. various pagings. 
ill. 83-623477 


- 1271 - 

82-33. Occupancy controlled lighting: energy savings 
demonstration and analysis [by Oscar D. Turner] 
Prepared by Tishman Research Corporation for 
State Energy Research and Development Authority 
and U. S. Dept. of Energy assistant secretary for 
conservation and renewable energy, Office of 
Buildings and Community Systems through 
Lawrence Berkeley Laboratory. 1982. 

vi, 57p. ill. 


NEW YORK 
Albany, 1983. 6p. 
— 
60 


- 1272 - 

83-1. Wood-fired steam production at Clarkson 
College of Technology; final report. Prepared 
by Clarkson College of Technology for State 
Energy Research and Development Authority. 
1982. various pagings. ill. 


- 1273 - 
STATE ENVIRONMENTAL FACILITIES CORPORATION, 


Annual report. 1981/82. 


Report year ends Mar. 31. 79 
- 1274 - 
STATE LIBRARY, Albany. Dictionary catalog of offi- 
cial publications of the State of New York; mono- 


graphs cataloged by the New York State — 
v. 
78-643514 


Dec. 28, 1981/Jan. 7, 1983. Albany. 


- 1275 - 

STATE RACING AND WAGERING BOARD. A special 
report to the New York State Racing and Wagering 
Board concerning allegations of race fixing at tracks 
operated by the New York Racing Association during 
the years 1973, 1974, and 1975 [by| John S. Clark 
D. Patten. New York, 1982. 

7, 9, 15, 4p. 83-623365 
- 1276 - 

STATE TEACHERS' RETIREMENT SYSTEM. Benefit 
package. July 1, 1980. Albany. 5 pieces in 
portfolio. 

- 1277 - 

STATE UNIVERSITY OF NEW YORK. Report of the 
Chancellor. 1981/82. [Albany] 48p. ill. 
annual, 

Cover title: Annual report; investing in human 
resources, 77-648370 


- 1278 - 
STATE UNIVERSITY OF NEW YORK AT ALBANY. 
University Libraries. Annual report. 1982/83. 
[Albany] S3p. ill. 80-643764 


- 1279 - 

STATE UNIVERSITY OF NEW YORK AT BUFFALO. 
Charles B. Sears Law Library. Union list of cases 
and points/records and briefs in New York State law 
libraries, compiled by Joan L. White. 2d ed. 
unpaged. 


- 1280 - 

UNIVERSITY OF THE STATE OF NEW YORK. The 
regents 1982 progress report on the regents state- 
wide plan for the development of postsecondary 
education, 1980. Albany, 1982. v, 160p. ill. 

83-623364 


- 1281 - 

UNIVERSITY OF THE STATE OF NEW YORK. Infor- 
mation Center on Education. College and university 
revenues and expenditures, New York State, fiscal 
year ending 1982. Albany [1983] iii, 18 p. 

83-623463 


- 1282 - 

UNIVERSITY OF THE STATE OF NEW YORK, Infor- 
mation Center on Education. Distribution of high 
school graduates and college-going rate, New York 
State. Fall 1982. Albany. iii, 14p. 72-622773 


- 1283 - 
UNIVERSITY OF THE STATE OF NEW YORK. Infor- 
mation Center on Education. Public school enroll- 


ment and stalf, New Yo te. 1982/83. Albany. 
iii, 78 p. 80-648807 


NORTH CAROLINA 


NORTH CAROLINA 


- 1284 - 
BIOTECHNOLOGY CENTER, Research Triangle Park. 
North Carolina biotechnology. [Research ‘Triangle 
Park, n. d.| 16p. ill 


Issued in cooperation with the Industrial Develop- 
ment Division. 
- 1285 - 


BOARD OF ARCHITECTS, Roster of registered 
architects in North Carolina. July 31, 1983. 
Raleigh. 69p. annual. 

$10.00. 58-63225 
- 1286 - 

COMMITTEE ON SCIENCE AND MATHEMATICS EDU- 
CATION. Recommendations for improving the 
quality of science and mathematics education ia 
North Carolina's public schools. Raleigh, 1982. 

ix, 70p. ill. 83-623340 
- 1287 - 


COURT OF APPEALS. Reports. Vol. 59; Oct. 5/ 
Dec. 7, 1982. Raleigh. xxxi, 832 p. 73-629153 


~ 1288 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Division of Employment and 
Training. CETA report: the Comprehensive em- 
stoyiment and training act in North Carolina, fiscal 


year 1982. 69p. ill. 
Cover title: 1982 CETA report... 


- 1289 - 

DEPT. OF PUBLIC INSTRUCTION. Teacher Education 
Area. A report on the quality assurance program by 
the Liaison Committee appointed by the North Caro- 
lina State Board of Education. [Raleigh] 1981. 

vi, 53p. ill. 


83-623341 


- 1290 - 

DIVISION OF ARCHIVES AND HISTORY. Archaeol 
Branch, The prehistory of North Carofinay a 
archaeological symposium [held March 28, 1980, 
in Raleigh, North Carolina, by] David Sutton Phelps 
and a" Edited by Mark A, Mathis [and] Jeffrey 

- Crow. |Sponsored in cooperation with the North 
Carolina Archaeological Council. Raleigh] 1983. 
xvi, 206 p. ill. 

$6.00. 83-623460 
- 1291 - 


DIVISION OF HIGHWAYS. Planning and Research 
Branch] Fayetteville CBD Toop trom Hay Street to 
5. city of Fayetteville, Cumberland County, 
North Carolina, State project no. 9.5062001, U-508; 
administrative action final environmental impact 
statement. |Raleigh| 1983. various pagings. ill. 
Issued in cooperation with the Federal Highway 
Administration. 
FHWA -NC-EIS-79-04-F. 


- 1292 - 

DIVISION OF HIGHWAYS. Planning and Research 
Branch. Incorporated municipalities, municipal 
Officials, and State street aid allocations. 1983. 
Prepared in cooperation with the Federal Highway 
Administration. ([Raleigh| 19, 29, 24, 
annual, 5-645336 


- 1293 - 

DIVISION OF MARINE FISHERIES. Evaluation of 
trawl mesh selectivity and summer flounder in North 
Carolina, by John W. Gillikin, Jr, Prepared for 
the Marine Fisheries Commission. Morehead City, 
1982. 51. ill. 


- 1294 - 
DIVISION OF SCHOOL PLANNING. Duplin County, an 
Education. e i - ill, 
- 1295 - 

DIVISION OF SCHOOL PLANNING. Lee County public 
schools, a planning report, 1982-83. [Conducted for 
Lee County Board of Education. Raleigh, 1983 J 
i, 119p. ill. po 78-32310 


DIVISION OF SCHOOL PLANNING. Perquimans County, 
an update, 1982-83. [Conducted for Perquimans 
County Board of Education. Raleigh, —_ 

i, 35p. ill. 8-32310 
- 1297 - 
DIVISION OF TEXTBOOKS. North Carolina State 


adopted basic textbooks. 1983/84. [Raleigh] 
x, 26 p. ill, annual. 80-640756 
- 1298 - 


EMPLOYMENT AND TRAINING COUNCIL. Annual 

report. 1982. Raleigh. 32p. ill. 82-641366 
- 1299 - 

EMPLOYMENT AND TRAINING COUNCIL. Goals and 

objectives, 1982. [Raleigh, n. d. 10] p. 
- 1300 - 

EMPLOYMENT AND TRAINING COUNCIL. Correc- 
tional Programs Committee. Special report.~. 
Concerning program evaluation at the Sandhills 
Youth Complex. |Raleigh| 1983. 91. 

- 1301 - 
EMPLOYMENT AND TRAINING COUNCIL. Job Devel- 
ment Committee. Effectiveness in private and 
public sector coordination in the delivery of skill 
training. |Raleigh| 1983. 41. 
- 1302 - 

EMPLOYMENT AND TRAINING COUNCIL. Job Prepar- 
ation Committee. A review of policy and program 
initiatives to address the problem of dropouts from 
the public schools; special report to the Employment 
and Training Council. Prepared |in cooperation 


with| the Governor's Youth Services Committee. 
|Raleigh, 19827] ii, 21 p. 


- 1303 - 

EMPLOYMENT AND TRAINING COUNCIL. Polic 
Planni and Programs Section. The impacto! 
Federal budget cuts on the economically disadvan- 
taged and other significant target groups, a collec- 
tion of brief papers presented in response to a reso- 
lution of the North Carolina Employment and Train- 
ing Council. [Raleigh] 1981. 2, 2, 2, 2, 2, 3p. 

83-623342 


1304 - 

ENERGY INSTITUTE. Annual report. 4th; 1981/82. 
By] J. C. Bresee [and] M. S. Holleman. [Research 
riangle Park] 65p. ill. 

Report year ends June 30. 

Available from: Dept. of Energy, Technical, and 
Information Center, Customer Service Branch, P. O. 
Box 62, Oak Ridge, TN 37830 (by requesting NCEI- 
0059) or on interlibrary loan, Division of North 
Carolina State Library, Document Section, 109 E. 
Jones St., Raleigh, N.C. 27611. 80-648199 


- 1305 - 
GENERAL ASSEMBLY. House of Representatives. 
Select Committee to Stady the Operations Governi 
the North Carolina National Guard. NCNG Sperations, 


report to the House of Representatives 1983 General 
|Raleigh, 1983} 23 p. 


Assembly of North Carolina. 


- 1306 - 

GEOLOGICAL SURVEY SECTION. Building stones of 
North Carolina, by P. Albert Carpenter, II. 
Raleigh, 1983. 16p. ill. 


GEOLOGICAL SURVEY SECTION. 


Special publication. 
[Raleigh] 


- 1307 - 

8. Foraminiferal biostratigraphy and depositional 
history of the middle Eocene rocks of the Coastal 
Plain of North Carolina, by Garry D. Jones. 
[1983] iv, 80p. ill. 83-623338 


- 1308 - 

LEGISLATIVE COMMISSION ON CHILDREN WITH 
SPECIAL NEEDS. Report: 1983. (Raleigh, 1983] 
16, 3, 2, i, 111. + ill. 83-623344 


- 1309 - 
LENOIR COMMUNITY COLLEGE, Kinston. 
full-time faculty, staff, and adniinistration 
1983-1984. Kinston, 1983. 321. 


- 1310 - 
LICENSING BOARD FOR GENERAL CONTRACTORS. 


New licenses granted. Suppl. no. 2; Aug. 22, 1983. 
Raleigh. 44p. 


Directory, 


NORTH CAROLINA AGRICULTURAL AND TECHNICAL 
STATE UNIVERSITY, Greensboro. Research 
bulletin series. Greensboro. 


- 1311 - 

v. 70, no. 2. Resource utilization on burley tobacco 
farms in selected western North Carolina counties: 
a report to farm owners/operators, by David Y. 
Chen, Arun Misra, and Melaku Teshome. 
1980. v, 33p. ill. 

Issued in cooperation with the Science Educa- 

tion Administration, USDA. 


- 1312 - 

v. 72, no. 1. Solar energy perception, housing 
characteristics, and heating requirements: a 
report to residents in western North Carolina, 
1980, by David Y. Chen {and others] 1981. 

iv, 24p. 
Issued in cooperation with the Science Educa- 
tion Administration, USDA. 


- 1313 - 

v. 72, no. 2. A benefit-cost approach to potential 
solar energy utilization in rural residences in 
western North Carolina, by David Y. Chen and 
Samih K, Staitieh. 1981. ix, 82p. ill. 

Issued in cooperation with the Science Educa- 
tion Administration, USDA. 


- 1314 - 

v. 72, no. 3. Resource utilization on beef cattle 
farms in selected western North Carolina counties, 
1977: a report to owners/operators, by David Y. 
Chen |and| Arun Misra. 1982. v, 29p. 

Issued in cooperation with the Science Educa- 
tion Administration, USDA. 
Series no. corrected in ms. 


- 1315 - 
73, no. 1. Energy utilization, conservation, and 
management on farms and farm households in 
selected western North Carolina counties, by 
David Y. Chen. 1982. xii, 109p. ill. 
Issued in cooperation with the Science Educa- 
tion Administration, USDA. 


| 


NORTH CAROLINA STATE UNIVERSITY AT RALEIGH, 
Agricultural Extension Service. Dairy handbook. 
[Raleigh] 


- 1316 - 
D-18. Collecting feed samples for testing fey James 
T. Green, Jr. and J. Paul Mueller. 1980, 
ill. (its Efficient dairy production) 
- 1317 - 
NORTH CAROLINA STATE UNIVERSITY AT RALEIGH. 
Agricultural Extension Service. Proceedings of the 
“T8th Annual North Carolina Turfgrass Conference 
[held] January 9-11, 1980, Asheville, N.C. Spon- 
sored [in cooperation with] Turfgrass Council of 


North Carolina [and] North Carolina State University. 


[Raleigh, 1980] iv, 103 p. ill. 

Available from: Dr. L. T. Lucas, Dept. of 
Plant Pathology. N.C. State University, Raleigh, 
NC 27650 

- 1318 - 

NORTH CAROLINA STATE UNIVERSITY AT RALEIGH. 
Agricultural Extension Service. Proceedings of the 
19th Annual North Carolina Turfgrass Conference 
[held] January 14-15, 1981, Raleigh, N.C. Spon- 
sored [in cooperation with] Turfgrass Council of 


North Carolina [and] North Carolina State University. 


[Raleigh, 1981] iv, 119p. ill. 

On cover: Vol. II. | 

Available from: Dr. L. T. Lucas, Dept. of 
Plant Pathology, N.C. State University, Raleigh, 
NC 27650. 


NORTH CAROLINA STATE UNIVERSITY AT RALEIGH. 
Agricultural Extension Service. Special home- 
makers series. [Raleigh] 


- 1319 - 


19, Getting rid of roaches; for use in the expanded 
food & nutrition education program |by Rudy 
Hillmann. Rev. n.d. ill. 


- 1320 - 

NORTH CAROLINA STATE UNIVERSITY AT RALEIGH. 
Energy Advisory Task Force. North Carolina agri- 
culture and forestry: energy needs and potential con- 
tributors; a report. Raleigh, 1980. fr p. ill. 


- 1321 - 
NORTH CAROLINA STATE UNIVERSITY AT RALEIGH. 
School of Agriculture and Life Sciences. Annual 
report. 1982. [Raleigh] S6p. ill. 53-15416 


- 1322 - 

NORTH CAROLINA STATE UNIVERSITY AT RALEIGH. 
School of Engineering. The role of solid-state 
research in SIectrical engineering, by John Reid 
Hauser. |Raleigh|} 1982, 28p. ill. (TheR. J. 
Reynolds Industries, Inc. Award Distinguished 
Lecture Series) 

On t. p.: Inaugural lecture. 


- 1323 - 
OFFICE OF STATE BUDGET AND MANAGEMENT. 


Research and Planning Services [Pectien North 
arolina Citizen survey, 


overvie 
Raleigh [1982] 77p. ill. 33-623337 


- 1324 - 
OFFICE OF STATE BUDGET AND MANAGEMENT. 


Research and Planning Services |Section| North 
Carolina citizen survey; Tall dost 


Raleigh, 1982. 7p. 


NORTH CAROLINA 


- 1325 - 

OFFICE OF STATE BUDGET AND MANAGEMENT. 
Research and Planning Services |Section| Special 
report: taxation and New Federalism; North Carolina 
citizen survey. |Raleigh] 1982. 10 p. 

83-623336 


- 1326 - 

SALES AND USE TAX DIVISION, Analysis of State 
sales and use tax collections and gross retail sales 
by counties and business groups. 1982/83. 

Raleigh. 12p. annual. 78-649063 
- 1327 - 

STATE BOARD OF EDUCATION. Accountability 
report for vocational education, fiscal year 1982. 
Raleigh |n. d.| iv, 161 p. ill. 83-623343 

- 1328 - 

STATE BOARD OF EDUCATION, North Carolina State 
plan for vocational education; annual program plan. 
1983/84, Raleigh. various pagings. ill. 

Report year ends June 30, 79-643199 
- 1329 - 

STATE BOARD OF EXAMINERS OF PLUMBING AND 
HEATING CONTRACTORS. Register of licensees. 
Sept. 15, 1983 suppl. Raleigh. unpaged. 

- 1330 - 

STATE CENTER FOR HEALTH STATISTICS. Detailed 
mortality statistics, North Carolina residents. 

1982. Raleigh. vi, 163 p. 75-648800 
- 1331 - 

STATE CENTER FOR HEALTH STATISTICS. North 
Carolina vital statistics. Vol. 2. Leading causes 
of mortality. 1981. [Raleigh] various pagings. 
ill. annual, 79-644285 

STATE DATA CENTER. Technical report. Raleigh. 


- 1332 - 
3. Summary statistics for selected areas: 1980 
and housing. 1983. 

i. 

2.00, plus the prevailing rate of sales tax in 
Wake County; all other counties in North Carolina, 
3 percent; out-of-State orders, no tax; available 
from: Research and Planning Services, Office of 
State Budget and Management, 116 West Jones 
Street, Raleigh, North Carolina 27611. 

83-623339 
- 1333 - 


SUPREME COURT. North Carolina reports. 
Vol. 305; Jan. 27/June 2, 1982. Raleigh. 


xxxii, 818 p. 34-30774 


- 1334 - 
SUPREME COURT. Library. Annual report of the 
librarian of the Supreme Court Library of the State 
of North Carolina. 1981/82. Raleigh. iv, 161. 
Report year ends June 30. 76-643598 


- 1335 - 


TRAFFIC RECORDS SECTION, All school bus traffic 
accidents, 1981/82. [Raleigh]} 8p. annual. 
77-643283 


- 1336 - 


TRANSPORTATION PLANNING DIVISION. Transpor- 
tation indicators, North Carolina |by Joseph Kott. 
Raleigh] 1983. 58p. ill. 83-623478 


- 1337 - 
UNIVERSITY OF NORTH CAROLINA. General Admin- 
instration. Administrative directory. 
Chapel Hill. ii, 67p. ill. annual. 


- 

+4 

4 

| 

3 

. 


NORTH CAROLINA 


UNIVERSITY OF NORTH CAROLINA. Institute of Sta- 
tistics. Biomathematics series. | pel Hi 
- 1338 - 

12. Stochastic differential equations from a modeling 
point of view with special emphasis on biological 
applications py! Marjolein van der Vaart Smith. 
1983. iv, 91p. ill. (Its Institute of Statistics 
mimeograph series no. 1636) 

Issued by the North Carolina State University 
at Raleigh. 
- 1339 - 

13. Dormancy in apple tree buds {Py B. C. Allen 

and M. Wann. 1983. iii, 431. ill. 
(Its Institute of Statistics mimeograph series 
no. 1631) 
Issued by the North Carolina State University 
at Raleigh. 
- 1340 - 

14, Application of maximum entropy and minimum 
cross-entropy formalisms to stochastic modeling 
of complex dynamic systems; formulation of the 

roblem |by| Harvey J. Gold. 1983. 151. 
Its Institute of Statistics mimeograph series 
no. 1632) 
Issued by the North Carolina State University 
at Raleigh. 


UNIVERSITY OF NORTH CAROLINA. Institute of Sta- 
tistics. Institute of Statistics mimedgraph series. 
[Chapel Hill) 

- 1341 - 

1445. Maximum likelihood estimates in the multi- 
variate normal with patterned mean and covari- 
ance via the EM algorithm, by Dalton F. Andrade 
and Ronald W. Helms. ([|1982?} 17p. 

Issued by the Dept. of Biostatistics, University 
of North Carolina at Chapel Hill. 
- 1342 - 

1446. Strategies for multivariate randomization 
analyses and applications to health sciences data, 
by Ingrid Ann Amara. 1983. xii, 171 p. 

Issued by the Dept. of Biostatistics, University 
of North Carolina at Chapel Hill. 
Thesis. 
- 1343 - 


1447, A comparison of error probabilities for two 
standard analyses of variance in unbalanced 
two-way designs, by Robert E. Johnson. 

1983. v, 115p.+ ill. 
Issued by the Dept. of Biostatistics, University 
of North Carolina at Chapel Hill. 
Thesis. 
- 1344 - 


1449. The analysis of incomplete longitudinal data 
with modeled covariance structrues [sic] by Lisa 
Morrissey LaVange. 1983. x, 134p. ill. 

Issued by the Dept. of Biostatistics, University 
of North Carolina at Chapel Hill. 
Thesis. 
- 1345 - 


1450. Survival model for fertility evaluation, by 
Kerrie Eileen Boyle. 1983. 2, vii, 111 
Issued by the Dept. of Biostatistics, University 
of North Carolina at Chapel Hill. 
Thesis. 
1346 - 


1623. Mean estimation bias in least squares estima- 
tion of autoregressive process, by Sastry G. 
Pantula and Wayne A. Fuller. Rev. 1983. 

471. ill. 
Issued by the North Carolina State University 
at Raleigh. 


- 1347 - 
1630. Testing for the same ordering in several 
groups of means |by| Roger L. Berger. 
[1983] 141. 
Issued by the Dept. of Statistics, North 
Carolina State University at Raleigh. 
- 1348 - 
1633. Distribution-free tests in binary regression 
models |by] E. Jacquelin Dietz. 1983. 141. 
Issued by the North Carolina State University 
at Raleigh. 
- 1349 - 

UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL. 
Center for Early Adolescence. Middle grades 
assessment program: making schools work for young 
adolescents. |Chapel Hill, n.d. 4/p. ill. 


- 1350 - 

UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL. 
Institute of Government. Form of government of 
North Carolina cities. 1983. Compiled by David 
M. Lawrence. [Chapel Hill} 41 p. biennial. 

82-644409 


UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL, 
Institute of Government. Health law bulletin. 
| Chapel Hill] 


- 1351 - 
63. Legal issues in school health. Pt. 2 [by] 
Anne M. Dellinger. c1983. Tp. 


NORTH DAKOTA 


- 1352 - 
Amendments to the 1977 North Dakota State plan for 
rehabilitation facilities and workshops. 1982. 
[Bismarck] 111. ill. 


AGRICULTURAL EXPERIMENT STATION, Fargo. 
Bulletin. Fargo. 


- 1353 - 
513. Processing red meat; a practical guide for 
cutting beef, pork, and lamb. by Martin J. Mar- 
chello. 1983. 54p. ill. 


AGRICULTURAL EXPERIMENT STATION, Fargo. 
Dept. of Agricultural Economics. Agricultura 
economics miscellaneous report. Fargo. 

- 1354 - 

64. Family estate planning. by Jerome F. Johnson 
{and others] 1983. 58p. (Joint Agricultural 
Law/Economics Research Program. Report) 

Issued in cooperation with the School of Law, 
University of North Dakota. 

AGRICULTURAL EXPERIMENT STATION, Fargo. 
Dept. of Agricultural Economics. Agricultural 
economics report. Fargo. 


~ 1355 - 

155. Statistical cost analysis of the existing North 
Dakota country elevator industry, by Craig A. 
Chase, Delmer L. Helgeson, and Terry L. Shaffer. 
1983. v, 55p. ill. (Upper Great Plains 
Transportation Institute. Report no. 43) 

Issued in cooperation with the Upper Great 
Plains Transportation Institute, North Dakota 
State University. 

- 1356 - 

171. Performance pricing of farm loans under risk: 
methods & implementation, by Glenn D. Pederson 
and Douglas G. Duncan. 1983. ii, 43 p. ill. 


- 1357 - 


BANK OF NORTH DAKOTA. 

[Bismarck] 35p. ill. 
- 1358 - 

COUNCIL ON THE ARTS. North Dakota Council on the 

Arts. [Fargo, n.d.] folder. 
- 1359 - 
CROP AND LIVESTOCK REPORTING SERVICE. 
North Dakota agricultural statistics. 1983. Fargo. 
9p. ill. 
$4.00. 83-641803 
- 1360 - 

DEPT. OF HUMAN SERVICES. Human services plan 
for program period April 1, 1982 to June 30, 1983. 
[Bismarck, 1983] 1091. ill. 

Cover title: Human services plan, April 1, 1982 
to Sept. 30, 1983. 
Date on cover corrected in ms. 
- 1361 - 

ECONOMIC DEVELOPMENT COMMISSION. Facts 
about North Dakota [by David R. Torkelson. Rev. 
Bismarck, 1983] 36p. ill. 


- 1362 - 
ECONOMIC DEVELOPMENT COMMISSION. 
& North Dakota. 


Annual report. 1981. 
72-624331 


83-623254 


Financing 
[Bismarck, n.d.] 23 p. ill. 


- 1363 - 

LEGISLATIVE COUNCIL. Statistical information on 
1983-85 biennium appropriations and historical 
appropriation statistics. [Bismarck] 1983. 
83-623249 


NORTH DAKOTA STATE UNIVERSITY, Fargo. Coop- 
erative Extension Service. Circular. Fargo. 


- 1364 - 
E-800. Sunflower midge [by] Dennis D. Kopp [and] 
John D. Busacca. 1983. [3]p. ill. 


- 1365 - 
HE-120. Seeds of the sunflower [by] Rose Anne 
Millette. 1983. [2] p. ill. 


- 1366 - 
HE-185. Nutrition for the teen years [by] Deb 
Paulsen [and] Karen Olson. 1983. [2] p. 


- 1367 - 
R-571. Alfalfa management in North Dakota [by] 
Duaine L. Dodds, Dwain Meyer [and] Billy Rice. 
Rev. 1983. 7p. ill. 


- 1368 - 


W-617. Weed control in flax [by] J. D. Nalewaja and 
C. V. Eberlein. Rev. 1983. [3] p. 


- 1369 - 
W-799. Canada thistle identification and control [by] 
C. V. Eberlein. 1983. [3]p. ill. 


- 1370 - 
STATE BOARD OF EQUALIZATION. 
1982. Bismarck. 47p. annual. 


- 1371 - 
STATE ENGINEER. Floodplain Management Section. 
Floodplain management in North Dakota. [Bis- 
marck, n.d.] folder. ill. 


Proceedings. 
10-14939 


- 1372 - 

STATE HIGHWAY DEPT. North Dakota State Highway 
Department affirmative action resource directory, 
compiled by Clarence J. Fischer [and] Jim Laducer. 
[8th ed.] Bismarck. 1973. 66p. 

Cover title: 1983 North Dakota State... 


- 1373 - 
STATE HIGHWAY DEPT. Drivers License Division. 
Office of Alcohol Countermeasures. DUI; the new 
Taw! [Bismarck, n.d.] folder. ill. 


- 1374 - 
STATE HIGHWAY DEPT. Program and Project Devel- 
opment Division. Finding of no significant impact 
Road, Grand Forks, Grand Forks County, 
North Dakota, project no. M-6-986( )008. [Bis- 
marck, 1983] various pagings. ill. 


Issued in cooperation with the Federal Highway 
Administration, Region 8. 


- 1375 - 

STATE HISTORICAL RECORDS ADVISORY BOARD. 
North Dakota's forgotten heritage: public and private 
records as historical documents. Bismarck, 
Assessment and Reporting Project, State Historical 
Records Advisory Board. 1983. iv, 62 p. 

83-623251 


- 1376 - 

STATE LIBRARY, Bismarck. 1983 directory of North 
Dakota associations and organizations. Bismarck, 
1983. v, 58p. 

Issued in cooperation with the State Economic 
Development Commission. 83-623250 


- 1377 - 
STATE WATER [CONSERVATION] COMMISSION. 
1983 State water plan. [Bismarck] 1983. 
xii, 160, 1 85, I 22, IV 225, V3p. ill. 
83-623255 


- 1378 - 

UNIVERSITY OF NORTH DAKOTA, Grand Forks. 
Bureau of Business and Economic Research. 
Statistical abstract of North Dakota, 1983. Prepared 
in cooperation with the State Office of Intergovern- 
mental Assistance. [2d ed.] Grand Forks, 1983. 
x, 657 p. ill. 83-623261 


- 1379 - 
UNIVERSITY OF NORTH DAKOTA, Grand Forks. 
Bureau of Governmental Affairs. Governing North 
Dakota and the Constitution of North Dakota. 


1983-85. By Lloyd B. Omdahl. Grand Forks. 

176 p. ill. biennial. 80-646544 
OHIO 
- 1380 - 


ADJUTANT GENERAL'S DEPT. Recruiting/Retention 
Office. State of Ohio Adjutant General's Depart- 
ment. [Prepared in cooperation with the Public 
Affairs Office] Rev. [Columbus] 1983. 16p. ill. 


- 1381 - 
Financial report; Ohio schools. 
75-649738 


AUDITOR OF STATE, 


1981. [Columbus] 2v. annual. 


OHIO 
65 


BIOLOGICAL SURVEY. Informative circular. 
Columbus. 1882 


12. A cross-reference to names of Ohio skippers 
and butterflies (Insecta: Lepidoptera: Hesperioi- 
dea and Papilionoidea), by Carl W. Albrecht and 
Reed A. Watkins. 1983. iv, 20p. (The Ohio 
Lepidopterists. Research report no. 2) 


- 1383 - 
BOARD OF REGENTS. Basic data series; Ohio higher 
education system. 1983ed. Columbus. 133 p. 
ill. biennial. 


- 1384 - 
CROP REPORTING SERVICE. Ohio agricultural 
statistics. 1982. [Columbus] 56p. ill. 
58-40536 


- 1385 - 

DEPT. OF EDUCATION. Division of Computer Serv- 
ices and Statistical Reports. Administrative, 
instructional, and non-instructional salaries in Ohio. 
1982/83. [Columbus] iv, 135 p. 

Cover title: Salary study, school year 1982-83. 
$3.00. 61-63510 
- 1386 - 

DEPT. OF EDUCATION. Division of Computer Serv- 
ices and Statistical Reports. Costs per pupil in 
average daily membership in Ohio's city, exempted 
village, local and joint vocational school districts. 
48th; 1981/82. [Columbus] vi, 162p. ill. 
annual. 76-649682 


- 1387 - 

DEPT. OF ENERGY. Solar Ohio; a handbook for 
taking the sun into your own hands [by Barbara 
Shohl, Thom Smith and Helen Eier. Columbus, 
1981] 31p. ill. 

Issued in cooperation with the Renewable Energy 
Sources Federation of Ohio. 


- 1388 - 
DEPT. OF INSURANCE. List of insurance companies 
authorized to transact business in the State of Ohio. 
July 1, 1983. Columbus. 30 p. 


- 1389 - 

DEPT. OF TAXATION. Annual report. 1981/82. 
Prepared by the Research and Statistics Section. 
[Columbus] ix, 140p. ill. 
Report year ends June 30. 


- 1390 - 


44-25537 


DEPT. OF TAXATION. Research and Statistics Section. 


Intangible property taxes: locally-collected taxes 
levied, by type of property and by county. 1982. 
Columbus. 31. (Its Table PD-19, no. 22) 


- 1391 - 


DEPT. OF TAXATION. Research and Statistics Section. 


Municipal income taxes: tax rates and amounts 
collected, by municipality. 1981. Columbus. 
61. (Its Table LG-11, no. 27) 


- 1392 - 


DEPT. OF TAXATION. Research and Statistics Section. 


Public utility property: assessed value of public 
utility real and personal property. by county and 
class of utility. 1982. Columbus. 31. (Its 
Table PU-55, no. 25) 


80-643818 


- 1393 - 
DEPT. OF TAXATION. Research and Statistics Section. 


Real estate and public utility property taxes: gross 
taxes levied, taxes charged, and value of property, 
by class of property and city. 1982. Columbus. 
61. (Its Table PD-27, no. 26) 
- 1394 - 
DEPT. OF TAXATION. Research and Statistics Section. 


Real estate and public utility property taxes: gross 
taxes levied, taxes charged, and value of property 
by class of property and county. 1982. Columbus. 
31. (Its Table PD-23, no. 28) 

- 1395 - 

DEPT. OF TRANSPORTATION. Financial and statis- 
tical report. 1982/83. [Columbus] 77p. annual. 

Report year ends June 30. 75-643674 

DIVISION OF GEOLOGICAL SURVEY. Report of 

investigations. Columbus. 
- 1396 - 

121. Physical properties of carbonate aggregate 
from Ohio, by David A. Stith. 1983. iii, 17 p. 
ill. 

- 1397 - 

ENVIRONMENTAL PROTECTION AGENCY. Annual 
report. 1982. [Columbus] 49p._ ill. 

82-644117 
- 1398 - 

DIVISION OF WATER. Ground-water resources of 
Wyandot County, by James J. Schmidt. [Columbus] 
1983. col. mapon sheet 61x92cm. . 

- 1399 - 

RETIREMENT STUDY COMMISSION. The divestment 
of Ohio public pension funds in U.S. companies which 
do business in South Africa |by Marvin R. Hershiser. 
Columbus] 1983. i, 401. 83-623418 

- 1400 - 

SECRETARY OF STATE. Ohio roster of municipal 
and township officers and members of boards of 
education. 1982-83. [Columbus] 320 p. 

11-8786 
- 1401 - 

STATE BOARD OF SCHOOL AND COLLEGE REGIS- 
TRATION. Occupational education in the private 
post-secondary schools; annual report. 1982. 
[Columbus] 14p. ill. 76-642564 


OKLAHOMA 


- 1402 - 
AERONAUTICS COMMISSION. Annual report. 
20th; 1982/83. [Oklahoma City] 7p. ill. 
73-646795 


AGRICULTURAL EXPERIMENT STATION, Stillwater. 
Bulletin. [Stillwater] 
- 1403 - 
B-766. Cost estimates of alternative wheat pro- 
duction systems for Garfield County [by Francis 
M. Epplin and others] 1983. 45p. ill. 


AGRICULTURAL EXPERIMENT STATION, Stillwater. 
Research report. [Stillwater] 


- 1404 - 

P-841. User's guide to a computer program to 
analyze economic feasibilities for rural mobile 
home park developments, by James R. Nelson 
and Shari R. Gilbert. [1983] 20p. 


| 


- 1405 - 

P-842. A comparison of costs and returns from 
sheep for alternative management systems, 
lambing times, and flock sizes [by Francis M. 
Epplin, Damona G. Doye, and Clement E. Ward] 
1983. i, 45p. ill. 


AGRICULTURAL EXPERIMENT STATION, Stillwater. 

Technical bulletin. [Stillwater] 
- 1406 - 

T-160. Irrigation scheduling in the Oklahoma 
Panhandle: an application of stochastic efficiency 
and optimal control analyses [by Thomas R. 
Harris, Harry P. Mapp, and John F. Stone] 
1983. iv, 108p. ill. 

- 1407 - 

BOARD OF GOVERNORS OF LICENSED ARCHITECTS. 
Annual report and roster of architects licensed to 
practice in Oklahoma. 1983/84. Oklahoma City. 
unpaged. 

Report year ends June 30. 
- 1408 - 

BOARD OF NURSE REGISTRATION AND NURSING 
EDUCATION. Annual report. 1982/83. Okla- 
homa City. 14p. 

Report year ends June 30. 
- 1409 - 

BOARD OF NURSE REGISTRATION AND NURSING 
EDUCATION. Report of nurse population in Okla- 
homa. 1983. Oklahoma City. [10]p. ill. 


- 1410 - 
DEPT. OF CONSUMER CREDIT. Oklahoma pawn- 
shops. [Oklahoma City] 1983. 371. 


- 1411 - 
DEPT. OF CONSUMER CREDIT. Report to lenders, 
composite of 1982 annual reports. [Oklahoma City, 
1982?] 42p. 


75-646388 


- 1412 - 
DEPT. OF CONSUMER CREDIT. Supervised lenders. 
[Oklahoma City] 1983. 911. 


- 1413 - 
DEPT. OF CORRECTIONS. Annual report. 1981/82. 
[Oklahoma City] vi, 110p. ill. 75-645480 


- 1414 - 

DEPT. OF ECONOMIC AND COMMUNITY AFFAIRS. 
Office of Federal Assistance Management. Okla- 
homa review and comment system; State clearing- 
house procedural guide. Oklahoma City [1983] 
various pagings. ill. 


- 1415 - 

DEPT. OF EDUCATION. It's the law: student's 
rights and responsibilities! [Oklahoma City] 1982. 
xix, 165 p. ill. 

Issued in cooperation with the Oklahoma Bar 
Association. 


- 1416 - 
DEPT. OF EDUCATION. Japan [by Rita Geiger and 
others. Oklahoma City] 1983. ix, 205p. ill. 


- 1417 - 
DEPT. OF HUMAN SERVICES. Annual report. 
1982/83. [Oklahoma City] 27p. ill. 


Report year ends June 30. 81-642860 


- 1418 - 

DEPT. OF LIBRARIES. Annual report and directory 
of Oklahoma libraries. 1981/82. Oklahoma City. 
114p. annual. 

Report year ends June 30. 
- 1419 - 

DEPT. OF PUBLIC SAFETY. Affirmative action plan, 

FY 1984. [Oklahoma City, 1983] 311. ill. 
- 1420 - 

DEPT. OF WILDLIFE CONSERVATION. 1983-84 
Oklahoma hunting regulations (except waterfowl and 
furbearers) [Oklahoma City, n.d.] 64p. ill. 

- 1421 - 

DEPT. OF WILDLIFE CONSERVATION. Biennial 

report. 1978/80-1980/82. [Oklahoma City] 2 v. 
Report periods end June 30. A59-9184 
- 1422 - 

DEPT. OF WILDLIFE CONSERVATION. Oklahoma 
deer hunter check stations, 1983. [Oklahoma City, 
1983] folder. 


73-645378 


- 1423 - 

[DIVISION OF THE BUDGET] State of Oklahoma con- 
solidated statewide cost allocation plan. 1983/84. 
[Oklahoma City] ii, 481. 

Report year ends June 30. 80-646555 


GEOLOGICAL SURVEY. Circular. Norman. 


- 1424 - 

86. Copper deposits in Sheep Pen Sandstone (Trias- 
sic) in Cimarron County, Oklahoma, and adjacent 
parts of Colorado and New Mexico [by] Robert Oo. 
Fay. 1983. v, 24p. ill. 83-623262 


GEOLOGICAL SURVEY. Hydrologic atlas. Norman. 


- 1425 - 

9. Reconnaissance of the water resources of the 
McAlester and Texarkana quadrangles, south- 
eastern Oklahoma, by Melvin V. Marcher and 
DeRoy L. Bergman. [Prepared in cooperation 
with U.S. Geological Survey] 1983. col. maps 
on sheet 119 x 91 cm. or smaller. 

Issued in envelope containing 4 geologic plates. 


- 1426 - 

HEALTH PLANNING COMMISSION. End-stage renal 
disease services in Oklahoma, developed by End- 
State Rena] Disease-Network X [and] Oklahoma 
Health Planning Commission. Oklahoma City 
[1983] 15p. ill. 


- 1427 - 

HEALTH PLANNING COMMISSION. Report; reviews 
of proposed institutional health services and capital 
expenditure projects under certificate of need and 
section 1122. 1982/83. Oklahoma City. 31p. 
ill. 


- 1428 - 

HUMAN RIGHTS COMMISSION. History of the Okla- 
homa Human Rights Commission, 1963-1983 [by 
Glynis C. Edgar and Glenn S. Phillips] Oklahoma 
City [1983] 22p. ill. 83-623271 

- 1429 - 

LAWS, STATUTES, ETC. Boilers in Oklahoma; the 
Oklahoma State boiler law and rules. [Oklahoma 
City, 1982?] 51 p. 


- 1430 - 


MARKETING INDUSTRY DIVISION. Nutritional snacks; 


food 'n' fitness. [Oklahoma City, n.d. 3]p. ill. 
- 1431 - 

OFFICE OF PERSONNEL MANAGEMENT. State of 
Oklahoma merit rules for employment. [Oklahoma 
City] 1983. iv, 50p. 

- 1432 - 

OFFICE OF THE AUDITOR AND INSPECTOR. Interim 
report of examination of the major disaster claim 
submitted by Lincoln County, Oklahoma. ([Okla- 
homa City, 1983] 131. 

- 1433 - 

OFFICE OF THE AUDITOR AND INSPECTOR. Report 
of examination of the major disaster claim submitted 
by city of Durant. [Oklahoma City, 1983] 91. 


- 1434 - 

OFFICE OF THE AUDITOR AND INSPECTOR. Special 
examination, Delaware County Road Project Funds. 
Delaware County, Oklahoma, July 1, 1982 to 
May 2, 1983. [Oklahoma City, 1983. 4] 1. 


~ 1435 - 

OFFICE OF THE AUDITOR AND INSPECTOR. Special 
examination, Wilma Ryan, county treasurer, Payne 
County, Oklahoma. December 7, 1982. [Oklahoma 
City, 1983. 2]1. 


- 1436 - 

OKLAHOMA STATE UNIVERSITY, Stillwater. School 
of Electrical and Computer Engineering. 
Proceedings; Frontiers of Power Conference. 
16th; 1983. Sponsored [in cooperation with] the 
Engineering Energy Laboratory. Stillwater. 
various pagings. ill. annual. 76-6458 28 


- 1437 - 
PECAN COMMISSION. Annual report to the Governor. 
1982/83. |Claremore. 10} 1. 


- 1438 - 
PUBLIC EMPLOYEES RETIREMENT SYSTEM. 
Annual report. 20th; 1982/83. [Oklahoma City] 
8 p. 
Report year ends June 30. 


- 1439 - 

SALES AND USE TAX DIVISION. Annual report; State 
& municipal sales & use taxes. 1981/82. Pre- 
pared by the Public Information Office. [Oklahoma 
City] iii, 32p. annual. 

Report year ends June 30. 
Cover title: Oklahoma State & municipal sales 
& use taxes; annual report. 78-640168 


~- 1440 - 
STATE DEPT. OF AGRICULTURE. Oklahoma food 
and fitness; your combination for good health. 
{Oklahoma City, n.d.] folder. ill. 


- 1441 - 

STATE DEPT. OF EDUCATION. Affirmative action 
plan; Oklahoma State Department of Education, 
employee statistics as of June 30, 1983, 546 em- 
ployees. Oklahoma City [1983] 37 p. 

- 1442 - 

STATE DEPT. OF EDUCATION. Arts in education; in 

Oklahoma schools. [Oklahoma City, 1982?] 

6 pieces in portfolio. ill. 


80-643835 


- 1443 - 


STATE DEPT. OF EDUCATION. Arts-r-us [by 
Charles Mohr and others. Oklahoma City, n.d.] 
folder. ill. 

- 1444 - 

STATE DEPT. OF EDUCATION. Arts-r-us in Ed- 

mond, Oklahoma. Oklahoma City [n.d.] 5p. ill. 
- 1445 - 

STATE DEPT. OF EDUCATION. Arts-r-us in middle/ 

jr. high schools. Oklahoma City[n.d. 5]p. ill. 
- 1446 - 

STATE DEPT. OF EDUCATION. Arts-r-us in Norman. 

Oklahoma City [n.d.] 5p. ill. 
- 1447 - 

STATE DEPT. OF EDUCATION. Arts-r-us in Okla- 
homa City. Oklahoma City [n.d.] 7p. ill. 

~ 1448 - 


STATE DEPT. OF EDUCATION. Arts-r-us in Putnam 

City. Oklahoma City [n.d.] 5p. ill. 
- 1449 - 

STATE DEPT. OF EDUCATION. Bulletin board; ideas 
for business education. [Oklahoma City] 1983. 

xi, 152p. ill. 
- 1450 - 

STATE DEPT. OF EDUCATION. Business computer 
applications. [Oklahoma City] 1983. xiii, 166 p. 
ill. 

- 1451 - 

STATE DEPT. OF EDUCATION. Economic education; 
curriculum guide, kindergarten - 12. Rev. ed. 
[Oklahoma City] 1983. viii, 277p. ill. 


- 1452 - 

STATE DEPT. OF EDUCATION. Oklahoma: celebra- 
tion of literature. [Oklahoma City] 1983. 

xi, 112p. ill. 
- 1453 - 

STATE DEPT. OF EDUCATION. OK-news; Oklahoma 
newspapers - educational windows for students. 
[Oklahoma City] 1983. ix, 2931. ill. 

A reprint. 


- 1454 - 
STATE DEPT. OF HEALTH. Division of Data Manage- 
ment. Oklahoma health statistics. 1982.  Okla- 
homa City. 246p. ill. annual. 75-643676 


- 1455 - 

STATE REGENTS FOR HIGHER EDUCATION. Student 
fees authorized at institutions in the Oklahoma State 
System of Higher Education, effective, fall semester 
1983. Rev. Oklahoma City, 1983. 61p. 


- 1456 - 

STATE REGENTS FOR HIGHER EDUCATION. Division 
of Fiscal Affairs. An analysis [of] current oper- 
ating income and expenditures for Oklahoma State- 
supported colleges and universities and other con- 
stituent budget agencies. 1981/82. Oklahoma City. 
v, 30p. ill. annual. 

Cover title: Current operating income and expen- 
ditures, Oklahoma State colleges and universities. 


A65-7082 


- 1457 - 

STATE REGENTS FOR HIGHER EDUCATION. Division 
of Student Affairs. Counselors’ guide; Oklahoma 
higher education. Oklahoma City, 1983. vii, 81 p. 
ill. 


- 1458 - 
STATE TREASURER. Balance sheet. 1982/83. 
[Oklahoma City] 1191. + 
Report year ends June 30. 79-643699 
- 1459 - 
TOURISM AND RECREATION DEPT. Annual report. 


1982/83. [Oklahoma City] folder. ill. 


78-640612 
- 1460 - 
TURNPIKE AUTHORITY. Equipment inventory. 
1982/83. [Oklahoma City] unpaged. 


WATER RESOURCES BOARD. 
homa City. 


Publication. Okla- 


- 1461 - 
111. Oklahoma's water quality standards, 1982. 
[n.d.] 117p. ill. £3-623272 


- 1462 - 

115. Subsurface migration of oil and gas drilling 
wastes from an abondoned strip pit, Gowen, 
Latimer County, Oklahoma, by J. Fred Heitman. 
1983. 28p. ill. 

Issued by its Water Quality Division. 


OREGON 


- 1463 - 

ADVISORY COUNCIL FOR CAREER AND VOCATIONAL 
EDUCATION. Vocational education; public meeting; 
education and business partnerships for providing 
training: rhetoric or reality? Metropolitan Portland 
area; summary of testimony presented May 20, 1982. 
Sponsored [in cooperation with the] Metropolitan Area 
Council for Improving Vocational Education. Salem 
{1982?] various pagings. 


- 1464 - 
COMMISSION ON JUDICIAL FITNESS. Biennial report 
to the...Oregon Legislative Assembly. 7th; 1983. 
[Portland] 9p. 79-615941 


- 1465 - 
DEPT. OF EDUCATION. Apportionment of the basic 
school support fund for the fiscal year ending 
June 30, 1983. Salem [1983] 9p. + 83-623264 


- 1466 - 
DEPT. OF EDUCATION. Managing costs creatively, 
MC2, Section{s] 1[-5] Salem [1982] 5v. ill. 


- 1467 - 

DEPT. OF EDUCATION. Oregon State plan for Chap- 
ter 1 migrant education; ECIA - (Education consoli- 
dation and improvement act), 1984. ([Salem, 1983] 
531. ill. 


1468 - 

DEPT. OF EDUCATION. State plan, fiscal year 84-86 
under Part B of the Education of the handicapped act 
as amended by Public law 94-142. Salem, 1983. 

ii, 142 p. 83-623265 

- 1469 - 

Energy management in State 
[Salem] 2v. ill. 

79-643284 


DEPT. OF ENERGY. 
buildings. 1981-82. 


DEPT. OF GEOLOGY AND MINERAL INDUSTRIES. 
Geological map series. Portland. 
GMS-29. Geology and gold deposits map of the 
northeast quarter of the Bates quadrangle, Baker 
and Grant Counties, Oregon [by] H. C. Brooks 


and others. 1983. col. map on sheet 71 x 102 
cm. 
- 1471 - 
DEPT. OF HIGHER EDUCATION. Report of the con- 
troller. 1982/83. Corvallis. iii, 788 p. 
Report year ends June 30. 76-642960 
- 1472 - 


DEPT. OF REVENUE. 
law abstracts. 
338 p. 


Income and inheritance tax 
1983 cumulative ed. Salem. 


- 1473 - 
DEPT. OF REVENUE. Moving up; a career resource 
handbook for State employees. (Salem, 1982] 28 p. 


- 1474 - 
DEPT. OF REVENUE. Property tax law abstracts. 
1983 cumulative ed. Salem. 606 p. 
- 1475 - 
EMPLOYMENT DIVISION. Annual economic report, 
Grant County. 1982. LaGrande. 34p. ill. 
- 1476 - 


EMPLOYMENT DIVISION. Josephine County economic 
review, 1982 update, prepared by John Anderson. 
Medford [1982] 26p. ill. 


- 1477 - 
EMPLOYMENT DIVISION. Research and Statistics 


Section. Annual economic report, Crook County. 
1983. [By] Mike Mahan. Klamath Falls. 44 p. 
ill. 


- 1478 - 
EMPLOYMENT DIVISION. Research and Statistics 


Section. Annual economic report, Jefferson County. 
1982. Klamath Falls. 40p. ill. 
- 1479 - 


EMPLOYMENT DIVISION, Research and Statistics 


Section. Annual economic report; State of Oregon. 
1983. [Salem] 136p. ill. 
- 1480 - 


EMPLOYMENT DIVISION. Research and Statistics 
Section. Oregon labor market information directory. 
1983. Prepared by Earl Fairbanks [and] Gloria 
Cornejo. |Salem] 1f p. ill. sc 81-3094 


- 1481 - 

EMPLOYMENT DIVISION. Research and Statistics. 
Section. Labor Market Information Unit. The 
occupational program planning system. [Salem, 
1983] xi, 407 p.+ ill. 


- 1482 - 

FISH DIVISION. Annual progress report; fish research 
project, Oregon; Willamette River salmon studies, 
project period: July 1, 1981 to June 30, 1982..., 
prepared by E. M. Smith, R. H. Williams [and] 
J.C. Zakel. Portland [1982?] v, 50p. ill. 

Cover title: Progress reports 1982, Willamette 
River salmon studies. 
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- 1483 - 
FISH DIVISION. Annual progress report; restoration 
of the native winter steelhead run on the South San- 
tiam above Foster Dam, submitted to U.S. Army 
Corps of Engineers, period covered: October 1, 
1981 to September 30, 1982, prepared by D. V. 
Buchanan [and] M. G. Wade. [Portland, 19827] 
i, Zip. i. 
Cover title: Progress reports, 1982; restoration 
of the native winter steelhead run on the South San- 
tiam above Foster Dam. 


LEGISLATIVE REVENUE OFFICE. Research report. 
Salem. 
- 1484 - 
3-82A. Property tax relief alternatives, 1982-83. 
1982. 91. ill. 
~ 1485 - 


4-83. Basic tax information packet. 1983. 
various pagings. ill. &3-623270 
~ 1486 - 
5-82. Oregon public school statistics compared to 
other western States. 1982. 51. 
1487 - 
5-83. Homestead exemption/property tax credit 
programs. 1983. 101. ill. 


- 1488 - 
7-82. General sales tax. 1983. 511. ill. 


- 1489 - 
7-83. State operated lotteries. 1983. 34p. ill. 


~ 1490 - 
9-82. Property tax relief history. 1982. 27 p. 
ill. 83-623269 
- 1491 - 
10-82. Taxation of retirement income in Oregon. 
1982. 6p. 
- 1492 - 
15-82. Oregon corporate excise tax. 1982. 18 p. 
- 1493 - 
17-82. Elderly property tax deferral program. 
1982. 8p. 
- 1494 - 
21-81. A history of the recent tax struggle. 1981. 
28, 21. 83-623268 
- 1495 - 


23-80. A comparative review of Oregon's tax 
structure. 1980. 171. 83-623267 


- 1496 - 
HIGHWAY DIVISION. [Cities and towns]...Oregon. 
Prepared in cooperation with Federal Highway Ad- 
ministration. Salem. maps on sheets. 


Aumsville, Marion County. 1983. 

Brownsville, Linn County. 1983. 

Culver, Jefferson County. 1983. 

Detroit, Marion County. 1983. 

Echo, Umatilla County. 1983. 

Imbler, Union County. 1983. 

Long Creek, Grant County. 1982. 

Lostine, Wallowa County. 1982. 
Milton-Freewater, Umatilla County. Rev. 1983. 


Paisley, Lake County. 1982. 

Pilot Rock, Umatilla County. 1983. 
Spray, Wheeler County. 1982. 
Stanfield, Umatilla County. 1983. 
Vernonia, Columbia County. 1983. 
Waterloo, Linn County. 1982. 
Winston, Douglas County. 1983. 


HIGHWAY DIVISION. Official publication. Salem. 
- 1497 - 
83-1. Traffic volume tables. 1982. 173 p. ill. 
Issued by its Traffic Section. 74-618513 
- 1498 - 
83-2. Traffic accidents and accident rates on the 
State highway system. 1982. 6, 6, 257, 91, 5p. 
ill. annual. 
Issued by its Traffic Engineering Section. 
Issued in cooperation with Federal Highway 
Administration. 78-645544 
- 1499 - 
LEGISLATIVE ADMINISTRATION COMMITTEE. 
Industrial relocation factors. Salem, 1981. 41. 


LEGISLATIVE RESEARCH. Research monograph. 

Salem. 

- 1500 - 

79:314. Floating State usury ceilings tied to long- 
term U.S. government bond rates, prepared by 
Robert Grundstad. 1980. 131. 

- 1501 - 

80:43. Certificate of need, prepared by Alan Tre- 
sidder. 1980. 61. 

- 1502 - 

80:98. Regulation of mopeds, prepared by Alan 
Tresidder. 1980. 41. 

- 1503 - 

80:102. Review procedures of initiative petitions in 
other States, prepared by Ken Elverum. 1980. 
9p. 

- 1504 - 

80:103. Selected issues before the 1981 Legislative 

Assembly. 1980. 62p. 
- 1505 - 
80:115. Other States’ administration of tourism 


programs, prepared by Alan Tresidder. 1980. 
31. 


- 1506 - 
80:126. Private emission testing programs, pre- 
pared by William Wanker. 1980. 51. 


- 1507 - 
81:13. Senior citizen fishing licenses, prepared by 
Ken Elverum. 1981. 51. 


- 1508 - 
81:14. Bounties for control of predatory animals, 
prepared by Ken Elverum. 1981. 61. 


- 1509 - 
81:59. Redemption of recyclable materials, pre- 
pared by John Houser. 1981. 71. 


- 1510 - 
81:116. Urea-formaldehyde foam insulation, pre- 
pared by Alan Tresidder. 1981. 14p. 
- 1511 - 


81:133. Photographing nude minors, prepared by 
CarlaD. Thompson. 1981. 31. 


OREGON 
70 


- 1512 - 

81:142. Highway funding alternatives, prepared by 

Robert Grundstad. 1981. 81. 
- 1513 - 

81:144. Conflicts of interest, prepared by Carla D. 

Thompson. 1981. 61. 
- 1514 - 

81:168. Restrictions on teenage drivers, prepared 

by Robert Grundstad. 1981. 41. 
- 1515 - 

81:169. Salmon enhancement in British Columbia, 

prepared by Ken Elverum. 1981. 231. ill. 
- 1516 - 

81:172. Towed vehicles, prepared by Carla D. 

Thompson. 1981. 61. 
- 1517 - 

81:194. Legal services, prepared by Carla D. 

Thompson. 1981. 61. 
- 1518 - 

81:199. Retail gasoline marketing divorcement laws, 

prepared by Robert Grundstad. 1981. 141. 
- 1519 - 

81:202. Crayfish, prepared by Ken Elverum. 1981. 
19p. ill. 

- 1520 - 

81:206. Monitoring campaign practices, prepared 
by CarlaD. Thompson. 1981. 14p. 

- 1521 - 

81:273. Oregon Veterans’ Farm and Home Loan 
Program, prepared by William Wanker. 1981. 
19 1. 

- 1522 - 

81:284. Prostitution: alternatives to prohibition, 

prepared by Fred Leonhardt. 1981. 16p. 
- 1523 - 

81:285. Legislative history of block grants for 
health services, prepared by Alan Tresidder. 
1981. i2p. 

- 1524 - 

81:298. Pension fund investments, prepared by 

Alan Tresidder. 1982. 20p. 
- 1525 - 

81:315. Other States’ policies regarding reinvest- 
ment in State retirement systems, prepared by 
Fred Leonhardt. 1982. 8p. 

- 1526 - 

82:1. Staff sunset review; Sanitarians Registration 
Board, prepared pursuant to Chapter 842, Oregon 
laws 1977 [by Kathleen Murphy and William 
Wanker! 1982. ii, 30p. 

- 1527 - 

82:2. Staff sunset review; pesticide licensing, pre- 
pared pursuant to Chapter 842, Oregon laws 1977 
[by John Houser and Robert Grundstad] 1982. 
iii, 37 p. 83-623258 

- 1528 - 

82:5. Staff sunset review of Agricultural Develop- 
ment and Marketing Division, prepared by Robert 
Grundstad and John Houser. 1982. 131. 


- 1529 - 

82:8. Staff sunset review; State Board of Tax Service 
Examiners, prepared pursuant to Chapter 842, 
Oregon law 1977 [by Robert Grundstad and Fred 
Leonhardt] 1982. ii, 40p. 83-623259 


~ 1530 - 

82:9. Staff sunset review; Educational Coordinating 
Commission, prepared pursuant to Chapter 331, 
Oregon laws 1979 [by Kathleen Murphy and Susan 
Wilson] 1982. ii, 41p. 83-623260 


LEGISLATIVE REVENUE OFFICE. Research report. 
Salem. 
- 1531 - 
8-83. Revenue measures passed by the 1983 legisla- 
tive session. 1983. xi, 96p. 
- 1532 - 
MOTOR VEHICLES DIVISION. Driver improvement 
schools--a second look [by] Noel Kaestner. Vinita 
Howard, editor. [Salem]c1983. 26p. ill. 


- 1533 - 


MOTOR VEHICLES DIVISION. Public Affairs, Rules, and 


Hearings Section. Oregon drivers; Oregon driver 
population [and] accident and violation analysis. 
1982, [Salem] 58 p. 


OREGON STATE UNIVERSITY, Corvallis. Forest 
Research Laboratory. Research bulletin. [Cor- 
vallis} 


- 1534 - 

35. Tariff tables for mountain hemlock; developed 
from an equation of total stem cubic-foot volume 
[by] J. F. Bell, D. D. Marshall [and] G. P. 
Johnson. 1981. 46p. 


- 1535 - 
39. A key to the literature on forest growth and 
yield in the Pacific Northwest: 1910-1981 [by] 
D. W. Hann [and] K. Riitters. 1982. 77p. 


OREGON STATE UNIVERSITY, Corvallis. Forest 
Research Laboratory. Research note. Corvallis. 


- 1536 - 
71. Performance of artificially shaded container- 
grown Douglas-fir seedlings on skeletal soils [by] 
S.D. Hobbs. 1982. 5p. ill. 


- 1537 - 
72. Effect of auger planting on survival and growth 
of Dougals-fir on droughty sites [by] S. D. 
Hobbs. 1982. 5p. ill. 


OREGON STATE UNIVERSITY, Corvallis. Forest 
Research Laboratory. Research paper. [Corvallis] 


1538 - 
46. Maximum crown-width equations for south- 
western Oregon tree species [by] D. P. Paine 
{[and]D. W. Hann, 1982. 20p. ill. 


OREGON STATE UNIVERSITY, Corvallis. Forest 


Research Laboratory. Special publication. [Cor- 
vallis| 


- 1539 - 
2a. The genus Pseudotsuga: historical records and 
nomenclautre [by] R. K. Hermann. 1982. 29 p. 
ill. 


- 1540 - 

Invertebrates of the H. J. Andrews Experimen- 
tal Forest, Western Cascade Mountains, Oregon: 
a survey of arthropods associated with the canopy 
of old-growth Pseudotsuga menziesii [by] D. J. 
Voegtlin. 1982. 29p. ill. 
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OREGON STATE UNIVERSITY, Corvallis. School of 
Oceanography. Reference. [Corvallis] 
- 1541 - 
82-7. CTD transect of the Kuroshio extension, 
27°N - 42°N, 152°E, May 1981, prepared by P. P. 
Niiler, L. Whitman, and M. Raymer. 1983. 
66p.+ ill. (Its Data report no. 94) 


OREGON STATE UNIVERSITY, Corvallis. Sea Grant 

College Program. Publication. Corvallis. 
- 1542 - 

ORESU-D-83-001. Project directory 1983-85. 
{n.d.] 16p. ill. 

- 1543 - 

ORESU-T-83-002. Increased occurrences of infec- 
tious hematopoietic necrosis virus in fish at 
Columbia River Basin hatcheries: 1980-1982 [by] 
W. J. Groberg, Jr. [and] J. L. Fryer. [19827] 
iii, 16p. ill. (Agricultural Experiment Station. 
Technical paper no. 6620) 

OREGON STATE UNIVERSITY, Corvallis. Water 
Resources Research Institute. WRRI. Corvallis. 

- 1544 - 

76. Dynamic modelling of suspended sediment 
transport in streams as a function of sediment 
supply, by John VanSickle [and] Robert L. Beschta. 
1983. iv, 4p. ill. 

~ 1545 - 

PUBLIC TRANSIT DIVISION. Rogue Valley transpor- 
tation district five year transit development program. 
[Salem] 1983. 35, 21. ill. 

Cover title: Rogue Valley transportation district, 
transit development program. 
1546 - 

PUBLIC UTILITY COMMISSIONER. Railroad acci- 
dents in Oregon; statistics summary & analysis. 
1982. [Salem] iii, 43 p. ill. annual. 


74-640303 
- 1547 - 

SECRETARY OF STATE. Division of Audits. Audit 
report; State of Oregon, Arts Commission, Salem, 
Oregon, January 1, 1980 to December 31, 1982. 
[Salem, 1983] i, 131. 

- 1548 - 

SECRETARY OF STATE. Division of Audits. Audit 
report; State of Oregon, Commission for the Blind, 
Portland, Oregon, July 1, 1980 to June 30, 1982. 
[Salem, 1983] i, 191. 


- 1549 - 

SECRETARY OF STATE. Division of Audits. Audit 
report; State of Oregon, Department of Fish and 
Wildlife, Portland, Oregon, January 1, 1980 to 
June 30, 1982. [Salem, 1983] i, 311. 83-623386 

- 1550 - 

SECRETARY OF STATE. Division of Audits. Audit 
report; State of Oregon, Department of General 
Services, Salem, Oregon, July 1, 1979 to June 30, 


1982, excluding financial statements. [Salem, 
1983] i, 91. 


- 1551 - 
SECRETARY OF STATE. Division of Audits. Audit 


report; State of Oregon, Department of Geology and 
Mineral Industries, Portland, Oregon, July 1, 1980 
to December 31, 1982. 


[Salem, 1983] i, 12p. 


- 1552 - 

SECRETARY OF STATE. Division of Audits. Audit 
report; State of Oregon, Department of Human 
Resources, Office of the Director. State Community 
Services Program, U.S. Community Services Ad- 
ministration Grant and U.S. Department of Health 
and Human Services 1980 and 1981, low-income 
energy assistance program grants, July 1, 1981 to 
September 30, 1982. ([Salem. 1983] i, 161. 

- 1553 - 

SECRETARY OF STATE. Division of Audits. Audit 
report; State of Oregon, Office of the Governor, 
Salem, Oregon, January 1, 1980 to December 31, 
1982. [Salem, 1983] i, 161. 

- 1554 - 

SECRETARY OF STATE. Division of Audits. Audit 
report; State of Oregon, Oregon State Fair and Ex- 
position Center, Salem, Oregon, January 1, 1981 
to December 31, 1982. [Salem, 1983] i, 371. 


- 1555 - 

SECRETARY OF STATE. Division of Audits. Audit 
report; State of Oregon. Public Employes’ Retire- 
ment Board, Portland, Oregon, January 1, 1982 to 
December 31, 1982. [Salem, 1983] i, 261. 


- 1556 - 

SECRETARY OF STATE. Division of Audits. Audit 
report; State of Oregon, State Land Board, Salem, 
Oregon, July 1, 1980 to December 31, 1982. 
[Salem, 1983] i, 331. 


- 1557 - 

STATE BOARD OF ACCOUNTANCY. Report to the 
Joint Interim Committee on Sunset Review. [Salem] 
1980. 2, ii. 57p. ill. 83-623384 


- 1558 - 
STATE MARINE BOARD. State Marine Board synopsis 
of local boating operations. Salem, 1983. 40 p. 


- 1559 - 

STATE SYSTEM OF HIGHER EDUCATION. Office of 
School Relations. The Oregon college guide; a 
guide to Oregon's public and independent two-year 
and four-year colleges and universities, 1983-84, 
[Eugene, n.d.] T7lp. ill. 


UNIVERSITY OF OREGON, Eugene. Bureau of Govern- 


mental Research and Service. BGRS. [Eugene 
- 1560 - 
83-27. Oregon county finances, fiscal 1982, 1983. 
70p. ill. 83-623266 
$6.50. 
- 1561 - 


UNIVERSITY OF OREGON, Eugene. Bureau of Govern- 
mental Research and Service. Data processing 
survey, Oregon cities. 981. [By Robert E. Keith. 
Eugene] 2 55p. ill. 


Issued in cooperation with the League of Oregon 
Cities. 


- 1562 - 

WAGE AND HOUR COMMISSION. Child labor regula- 
tion in Oregon: an historical study, 1903-1960 0 [by] 
Carolyn Cohen. [Salem] 1980. 29 p. 

At head of title: Oregon Wage and Hour Commis- 
sion study. 83-623256 


PENNSYLVANIA 


- 1563 - 

BOARD OF PROBATION AND PAROLE. Annual 

report. 1981/82. [Harrisburg] 40p. ill. 
- 1564 - 

BUREAU OF CORRECTION, 30th anniversary, com- 
memorative history: the Bureau of Correction and 
its institutions, by Judith R. Smith. [Camp Hill] 
1983. vii, 56p. ill. 83-623551 

- 1565 - 

BUREAU OF PUBLIC TRANSIT AND GOODS MOVE- 
MENT SYSTEMS. Transit marketing in Pennsyl- 
vania; a handbook of effective transit marketing aids, 
prepared by Peter Muller-Munk Associates, Division 
of Wilbur Smith and Associates. [Harrisburg] 1981. 
unpaged. ill. 

- 1566 - 

BUREAU OF SPECIAL EDUCATION. Guide for organ- 
izing and operating programs for the mentally gifted 
and talented. [Harrisburg, Pennsylvania Ad Hoc 
Committee for the Gifted] 1980. 41 p. 

- 1567 - 

DEPT. OF AGING. Do you really need this additional 
insurance? An insurance guide for older persons. 
(Harrisburg, 1982] 12p. ill. 


Issued in cooperation with the State Insurance Dept. 


- 1568 - 

DEPT. OF BANKING. Annual report. 1982. 
[Harrisburg] 44p. ill. 

- 1569 - 

DEPT. OF COMMUNITY AFFAIRS. Investment oppor- 
tunities for Pennsylvania municipalities. [Harris- 
burg, n.d.] folder. ill. 

- 1570 - 

DEPT. OF COMMUNITY AFFAIRS. Pennsylvania 
municipal model personnel manual. [ Harrisburg, 
1982] various pagings. 

- 1571 - 
DEPT. OF COMMUNITY AFFAIRS. Municipal Informa- 


tion Center. Borough councilmen's handbook. 
3d ed. Harrisburg, 1983. vii, 40p. ill. 
- 1572 - 

DEPT. OF EDUCATION. Bureau of Information Sys- 
tems. Division of Data Services. Public and non- 
public high school graduates, 1982 vy) Robert T. 
Burrows, Jr. [Harrisburg, 19827] 17p. ill. 

83-623383 


- 1573 - 

DEPT. OF EDUCATION. Bureau of Information Sys- 
tems. Division of Data Services. Vocational educa- 
tion statistics, 1981- y| Barbara J. Nelson. 
{Harrisburg, 1982?] 20p. ill. 83-623382 


- 1574 - 
DEPT. OF GENERAL SERVICES. Welcome to Penn- 
sylvania's Capitol; special anniversary edition. 
{Harrisburg, 8p. ill. 


- 1575 - 

DEPT. OF REVENUE. State-local taxation of public 
utilities in Pennsylvania, prepared by the Pennsyl- 
vania Economy League, Inc., State Division. 
Harrisburg, 1982. 20p. 

Available from: The Pennsylvania Electric 
Association, 301 APC Bldg., 800 N. Third St., 
Harrisburg, PA 19102. 


PENNSYLVANIA 


- 1576 - 

DEPT. OF REVENUE. Statistical report, property 
tax or rent rebates granted qualified claimants for 
taxes or rent paid for 1981 as of March 21, 1983. 
(Harrisburg, 1983] 61 p. 83-623387 

- 1577 - 

DEPT. OF TRANSPORTATION, Final environmental 
impact statement, Interstate Route 70, L.R. 1071, 
section 50. (Harrisburg, 1982] 2v. ill. 

Issued in cooperation with the Federal Highway 
Administration. 

On cover: District 12-0, Uniontown, Pennsylvania. 

FHWA-PA-EIS-75-04F 


- 1578 - 

DIVISION OF EPIDEMIOLOGICAL RESEARCH. Impact 
of TMI nuclear accident upon pregnancy outcome, 
congenital hypothyroidism and infant mortality. 
{Harrisburg, n.d.] 141. 

- 1579 - 

DIVISION OF EPIDEMIOLOGICAL RESEARCH. Ma- 
ternal body weight, weight gain during pregnancy, 
height and pregnancy outcome [by] George K. Toku- 
hata [and others] Harrisburg [1981] 691. 


- 1580 - 

DIVISION OF EPIDEMIOLOGICAL RESEARCH. Three 
Mile Island health effects research program, by 
George K. Takuhata. |Herrrisburg, 1980. 3] p. 

- 1581 - 

DIVISION OF SCHOOL ACCOUNTING SYSTEMS. 
Manual of accounting and related financial procedures 
for Pennsylvania school systems. Rev. ([Harris- 
burg] 1983. various pagings. ill. 

- 1582 - 

GAME COMMISSION. A digest of Pennsylvania 
hunting, trapping regulations, September 1, 1983 to 
August 31, 1984. [Harrisburg, n.d.] 47p. ill. 

- 1583 - 

GOVERNOR'S ENERGY COUNCIL. An energy audit 
primer; an audit workbook for performing prelimi- 
nary energy audits and energy audits on buildings. 
[by Rebecca Brennan and others. University Park, 
Institutional Engineering Advisory Services, Dept. 
of Architectural Engineering, Pennsylvania State 
University. n.d.| ii, 34p. ill. 

Free. 
- 1584 - 

GOVERNOR'S ENERGY COUNCIL, Residential con- 
servation service State plan, effective date: Janu- 
ary 9, 1981, Harrisburg [1982?] iv, 140p.+ ill. 


- 1585 - 

LAWS, STATUTES, ETC. Milk marketing law, the 
Milk marketing fee act, the Milk producers’ and 
cooperative security funds act. Harrisburg, Milk 
Marketing Board, 1983. 54 p. 


- 1586 - 

LIQUOR CONTROL BOARD. Office of the Comptroller. 
Accounting Systems Division. Statistics Section. 
~—_ Sales analyses] June 30, 1982/June 26, 1983. 
Harrisburg] various pagings. ill. annual. 

A62-9469 


- 1587 - 

OFFICE OF THE AUDITOR GENERAL, Department of 
General Services, Harrisburg, Pennsylvania; audit 
report. 1980/82. [Harrisburg] 21 1. 

Report period ends June 30. 


PENNSYLVANIA 


- 1588 - 

OFFICE OF THE AUDITOR GENERAL. Equibank, 
Pittsburgh, Pennsylvania, loan and transfer agent of 
the Commonwealth of Pennsylvania; audit report. 
1981/82. [Harrisburg] 31. 

Report year ends June 30. 
- 1589 - 

OFFICE OF THE AUDITOR GENERAL. Pittsburgh 
National Bank, Pittsburgh, Pennsylvania, loan and 
transfer agent of the Commonwealth of Pennsylvania: 
audit report. 1981/82. [Harrisburg] 31. 

Report year ends June 30. 
- 1590 - 

OFFICE OF THE AUDITOR GENERAL. The Union 
National Bank of Pittsburgh, Pittsburgh, Pennsyl- 
vania, loan and transfer agent of the Commonwealth 
of Pennsylvania; audit report. 1981/82. [Harris- 
burg} 31. 

Report year ends June 30. 
- 1591 - 


PENNSYLVANIA STATE UNIVERSITY, University Park. 


Cooperative Extension Service. Proceedings; 
Extension Rural Health Conference [held] April 16, 
1981, Boston, Massachusetts. University Park 
[n.d.] 46p. 


- 1592 - 
STATE EMPLOYES' RETIREMENT SYSTEM. Annual 
report. 1982. [Harrisburg] 16 p. 
- 1593 - 


The Pennsylvania minority business directory. 
John H. Dunlap, editor. 2ded. [Harrisburg] 1983. 
xi, 99p. ill. 


- 1594 - 


The Pennsylvania State OMBE guide to Common- 
wealth procurement. John H. Dunlap, editor. 
(Harrisburg, 1983] v, 42p. ill. 

- 1595 - 

STATE PLANNING BOARD. Choices for Pennsy]- 
vanians; status report. Harrisburg, Governor's 
Office of Policy and Planning, 1983. iv, 101 p. 

83-623385 


- 1596 - 
STATEWIDE HEALTH COORDINATING COUNCIL. 
The Pennsylvania State health plan, 1982-1987. 
Harrisburg, 1983. xviii, 1061 p. 83-623263 


PUERTO RICO 


- 1597 - 
CRIME COMMISSION. Commonwealth of Puerto Rico 
1978 comprehensive criminal justice plan. [San 

Juan, iv, 3581. 83-623381 
1598 - 


UNIVERSITY OF PUERTO RICO. Informe anual. 
1981/82. [Rio Piedras] 47p. ill. 


- 1599 - 

UNIVERSITY OF PUERTO RICO. Center for Energ 
and Environment Research. 1983 update Puerto 
Rico energy alternatives, by Néstor Azziz, Modesto 
Iriarte [and] José Hernandez Betancourt. [San 
Juan} 1983. 401. ill. 

On cover: X-164. 
Issued in cooperation with U.S. Dept. of Energy. 


STATE OFFICE OF MINORITY BUSINESS ENTERPRISE. 


STATE OFFICE OF MINORITY BUSINESS ENTERPRISE. 


- 1600 - 
UNIVERSITY OF PUERTO RICO. Center for Energy 
and Environment Research. Costs and benefits 
assessment of Hatillo energy cane; plant and first- 
conservation crops; 1982-1983 [by] Alex G. Alexan- 
der. Rfo Piedras, Center for Energy and Environ- 
ment Research, Terrestrial Biomass Division,. 1983. 
91. 
On cover: CEER-B-174. 
Issued in cooperation with U.S. Dept. of Energy. 


- 1601 - 

UNIVERSITY OF PUERTO RICO. Center for Energy 
and Environment Research. Development of alter- 
native energy science and engineering in the Carib- 
bean, by Juan A. Bonnet, Jr. and Wallace C. Koeh- 
ler, Jr. [San Juan, 1983] 141. 

On cover: CEER -X-165. 
Issued in cooperation with U.S. Dept. of Energy. 


- 1602 - 

UNIVERSITY OF PUERTO RICO. Center for Energy 
and Environment Research. La investigacion tec- 
nologica y el desarrollo de fuentes renovables de 
energia en Puerto Rico, por Juan A. Bonnet, Jr. 
[San Juan] 1981. 161. 

On cover: CEER-X-102. 
Issued in cooperation with U.S. Dept. of Energy. 


- 1603 - 

UNIVERSITY OF PUERTO RICO. Center for Energy 
and Environment Research. Production of sugar- 
cane and tropical grasses as a renewable energy 
source; final report June 1, 1977 - May 31, 1982 to 
the United States Department of Energy, Oak Ridge 
Operations Office, and Division of Solar Technology, 
Biomass Energy Systems Branch, Washington, D.C. 
[by A. G. Alexander and others. San Juan, 19827] 
ii, 160p. ill. 

On cover: CEER-B-173. 
Issued in cooperation with U.S. Dept. cf Energy. 


RHODE ISLAND 


- 1604 - 

TURNPIKE AND BRIDGE AUTHORITY. Audited 
financial statements and other financial information. 
1982/83. [Providence] Ernst & Whinney. 15 1. 
annual. 


Report year ends June 30. 


- 1605 - 
UNIVERSITY OF RHODE ISLAND, Kingston. Interna- 

tional Center for Marine Resource Development. 
The Fishery Development Support Services of the 
International Center for Marine Resource Develop- 
ment; a catalog of services available under the U.S. 
AID-ICMRD cooperative agreement. [Kingston, 
n.d.] 20p. ill. 


UNIVERSITY OF RHODE ISLAND, Kingston. Interna- 
tional Center for Marine Resource Development. 
ICMRD working paper. Kingston. 


- 1606 - 
8. Technology and tradition in West African mari- 
time fisheries: Tombo, Sierra Leone, by Melvin 
K. Hendrix. [n.d.] ii, 43 p. 


- 1607 - 

UNIVERSITY OF RHODE ISLAND, Kingston. Interna- 
tional Center for Marine Resource Development. 
International Center for Marine Resource Develop- 
ment. Kingston[n.d.] folder. ill. 


SOUTH CAROLINA 


- 1608 - 

BOARD FOR BARRIER FREE DESIGN. Rules and 
regulations for making buildings and facilities 
accessible to and usable by physically handicapped 
people, adopted by the State of South Carolina 
June 1, 1983, [Columbia, 1983] 12 p. 


CLEMSON UNIVERSITY. Extension Service. Infor- 
mation card. [Clemson] 
- 1609 - 
97. Cotton insect management [by Mitchell E. Roof, 
Donald G. Manley, and Jay W. Chapin] Rev. 
1983. [4]p. ill. 


CLEMSON UNIVERSITY. Extension Service. Live- 
stock leaflet. [Clemson] 


1610 - 
29. Atrophic rhinitis [by] R. E. Wright [and] D. E. 
Goodman. Rev. 1982. 2p. ill. 
At head of title: Pork production. 


- 1611 - 

COMMISSION ON ALCOHOL AND DRUG ABUSE. 
Division of Planning, Evaluation, and Grants Man- 
agement. 1982 uniform crime report, arrest infor- 
mation relating to substance abuse in South Carolina, 


by Catherine N. Blume. Columbia, 1983. ii, 54 p. 


83-623252 


- 1612 - 

COMMISSION ON HIGHER EDUCATION. Annual 
report. 1981/82. [Columbia] State Budget and 
Control Board. 69p. 

Report year ends June 30. 


- 1613 - 
COMMISSION ON HIGHER EDUCATION. An inventory 
of academic degree programs in South Carolina. 
8th ed.; 1982. Columbia. iv, 192p. annual. 


- 1614 - 
DAIRY COMMISSION. Annual report. 1981/82. 
[Columbia] State Budget and Control Board. 53 p. 
ill. 
Report year ends June 30. 


- 1615 - 
DEPT. OF EDUCATION. Directory of South Carolina 
schools. 1982/83. Columbia. 125p. ill. 
Free to State public school administrators; $3.00 
for others. 79-640407 


76-648437 


- 1616 - 
DEPT. OF EDUCATION, Office of Adult Education. 
Adult and community education; changing lives in 
the 80's. [Columbia, 1983] 16p. ill. 


- 1617 - 
DEPT. OF EDUCATION. Office of Research. Manage- 


ment Information Section. Educational trends in 


South Carolina. Feb. 1983. Columbia. v, 66p. 
ill. annual. 80-641949 


SOUTH CAROLINA 


- 1618 - 

DEPT. OF HEALTH AND ENVIRONMENTAL CONTROL. 
1982 air pollution measurements of the South Caro- 
lina air quality surveillance network. [Columbia, 
1982?] 181. 83 -623253 

- 1619 - 

[DEPT. OF PARKS, RECREATION, AND TOURISM] 
South Carolina State parks. [Columbia, n.d. ] 
folder. ill. 

- 1620 - 

DEPT. OF PARKS, RECREATION, AND TOURISM. 
South Carolina trail planning handbook. [Columbia] 
1983. unpaged. 

- 1621 - 

FRANCIS MARION COLLEGE, Florence. Student 
handbook. 1983/84. ae ill. 

GENERAL ASSEMBLY. Legislative manual. 64th ed.: 
1983, Edited by Lois T. Shealy. Columbia. 

465 p. + ill. annual. 16-27080 
- 1623 - 

GENERAL ASSEMBLY. Joint Legislative Committee 
on Energy. Report on energy legislation. T1983. 
[Columbia] 49p. ill. 

- 1624 - 

OFFICE OF VOCATIONAL EDUCATION. Vocational 
Curriculum Development Section. Health occupa- 
tions education II; instructor's manual. [Columbia, 
n.d.] iv, 152 p. 


~ 1625 - 

OFFICE OF VOCATIONAL EDUCATION. Vocational _ 
Curriculum Development Section. Parliamentary 
procedure made easy [by Lind Hawkins and others. 
Columbia, n.d.] iii, 82, TP 261. ill. 

- 1626 - 

OFFICE OF VOCATIONAL EDUCATION, Vocational 
Curriculum Development Section. Working with 
handicapped and disadvantaged students in vocational 
education [by Philip Bechwith, Jr. and others. 
Columbia, 1983] iv, 244p. ill. 

- 1627 - 

SECRETARY OF STATE. Report...to the General 
Assembly of South Carolina. 1981/82. [Columbia] 
State Budget and Control Board. 8p. annual. 

Report year ends June 30, 12-33172 
- 1628 - 

STATE DEPT. OF MENTAL HEALTH. Employee 
procedure, Rev. [Columbia] 1981. 

3] p. 


- 1629 - 

STATE DEPT. OF SOCIAL SERVICES. Home health 
agency Medicaid manual. [Columbia, 1982] 

T 4, 21. 7, 23, 8p. ill. 
1630 - 

STATE DEVELOPMENT BOARD. A guide for new 
manufacturing operations in South Carolina with 
regulations and pertinent forms for new industries. 
Rev. Columbia, 1983. 39 p. 83-623248 

- 1631 - 

STATE DEVELOPMENT BOARD. Injustry/Pusiness 
Services. Supportive services - State o 
Carolina. Columbia, 1983, 82p. ill. 

- 1632 - 

STATE LAND RESOURCES CONSERVATION COMMIS- 
SION. Annual report. 1981/82. Columbia, 

State Budget and Control Board. 128p. ill. 
Report year ends June 30. 76-647591 


75 


- 1633 - 

STATE LAND RESOURCES CONSERVATION COMMIS- 
SION. Cartographic Information Center. Remotely 
sensed imagery of South Carolina; a guide to aerial 
photography, Skylab and LANDSAT imagery [by 
Daniel Fairey with assistance from Ronald Fair. 
Columbia] 1983. vi, 224p. ill. 83-623257 


- 1634 - 

UNIVERSITY OF SOUTH CAROLINA, Columbia. 
Carolina community, 1982-1983 student information 
manual; Columbia campus only. [Columbia, n.d. | 
95 p. 


- 1635 - 

UNIVERSITY OF SOUTH CAROLINA, Columbia. 

The University of South Carolina telephone directory. 
1982-83; students, faculty, staff. (Columbia, n.d.] 
xx, 230p. ill. 

- 1636 - 

WILDLIFE AND MARINE RESOURCES DEPT. South 
Carolina hunting & fishing rules & regulations/game 
management areas, 1983-1984. Columbia [n.d.] 
29p. ill. 

- 1637 - 

WINTHROP COLLEGE, Rock Hill. Dacus Library. 
Dacus Library guide. Rev. Rock Hill |! 

iv, 20p. ill. 


SOUTH DAKOTA 


~ 1638 - 

DEPT. OF LEGISLATIVE AUDIT. City of Beresford 
for the period ended December 31, 1982. Pierre 
[1983] 24p. 

- 1639 - 

DEPT. OF LEGISLATIVE AUDIT. City of Custer for 
the period ended December 31, 1982. Pierre [1983] 
26 p. 

- 1640 - 

DEPT. OF LEGISLATIVE AUDIT. City of Eagle Butte 
for the period ended December 31. 1982. Pierre 
[1983] 22p. 

- 1641 - 

DEPT. OF LEGISLATIVE AUDIT. City of Highmore 
for the period ended December 31, 1982. Pierre 
[1983] 20p. 

- 1642 - 

DEPT. OF LEGISLATIVE AUDIT. City of Ipswich for 
the period ended December 31, 1982. Pierre [1983] 
20 p. 

1643 - 

DEPT. OF LEGISLATIVE AUDIT. City of Lemmon 
for the period ended December 31, 1982. Pierre 
[1983] 22p. 

- 1644 - 

DEPT. OF LEGISLATIVE AUDIT. City of Parkston 
for the period ended December 31, 1982. Pierre 
(1983] 21p. 


- 1645 - 
DEPT. OF LEGISLATIVE AUDIT. City of Philip for 
the period ended December 31, 1982. Pierre 
[1983] 27 p. 


- 1646 - 
DEPT. OF LEGISLATIVE AUDIT. City of Salem for 
the period ended December 31, 1982. Pierre 
[1983] 12p. 


- 1647 - 
DEPT. CF LEGISLATIVE AUDIT. 


Grant County for 
the period ended December 31, 1982. Pierre 
[1983] 14p. 


- 1648 - 
DEPT. OF LEGISLATIVE AUDIT. Moody County for 
the period ended December 31, 1982. Pierre [1983] 
13 1. 
- 1649 - 
DEPT. OF LEGISLATIVE AUDIT. Potter County for 
the period ended December 31. 1982. Pierre 
[1983] 14p. 


- 1650 - 
DEPT. OF LEGISLATIVE AUDIT. South Dakota High 
School Activities Association. 1982/83. Pierre. 
12 p. 


- 1651 - 
DEPT. OF LEGISLATIVE AUDIT. 
Investment Council. 1982/83. 
Report year ends June 30. 


South Dakota 
Pierre. 16p. ill. 


- 1652 - 
DEPT. OF LEGISLATIVE AUDIT. South Dakota State 


Cement Plant Operating Fund. 1981-82. Pierre. 
10 p. 


- 1653 - 
DEPT. OF LEGISLATIVE AUDIT. South Dakota State 
Cement Plant Retirement Fund. 1981-82. Pierre. 
6 p. 


- 1654 - 
DEPT. OF SCHOOL AND PUBLIC LANDS. Annual 
report. 1982/83. [Pierre] ii, 32p. ill. 
Report year ends June 30. 77-641870 


- 1655 - 

DEPT. OF TRANSPORTATION. General highway 
map([s]...South Dakota, prepared in cooperation with 
the Federal Highway Administration. [Pierre] 
col. maps on sheets 28 x 43 cm, fold. to 28 x 22 cm. 


Aurora County. 1981. 
Campell County. 1982. 
Clark County. 1981, c1979. 
Hughes County. 1982. 

Hyde County. 1981, c1978. 
Union County. 1982. 


- 1656 - 

DEPT. OF TRANSPORTATION. General highway 
map|s]...South Dakota, prepared in cooperation with 
the Federal Highway Administration. Pierre. col. 
maps on sheets 43 x 112 cm. or smaller. 


10S. South half - Butte County. c1983. 
17. Custer County. c1983. 
50. Minnehaha County. c1983. 


- 1657 - 
DIVISION OF HIGHWAYS. Right of Way Progam. 


Relocation assistance brochure. [Pierre] 1983. 
21 p. 

Cover title: Relocation assistance brochure for 
mobile home dislocations. 


STATE GEOLOGICAL SURVEY. Information pam- 
phlet. Vermillion. 
- 1658 - 

26. Major aquifers in Hanson and Davison Counties, 
South Dakota, by Donald S. Hansen. Prepared in 
cooperation with Hanson and Davison Counties, 
the Lower James Conservancy Sub-District, and 
Science Center, University of South Dakota. 

1983. i, llp. ill. 
- 1659 - 

28. Major aquifers in Yankton County, South Dakota, 
by Edward F. Bugliosi. Prepared in cooperation 
with Yankton County, the Lower James Conser- 
vancy Sub-District, and Science Center, Univer- 
sity of South Dakota. 1983. iv, 7p. ill. 

- 1660 - 
TREASURY DEPT. Report of the State treasurer of 
the State of South Dakota. 1982/83. [Pierre] 

44p. annual. 

Report year ends June 30. 
- 1661 - 
UNIVERSITY OF SOUTH DAKOTA, Vermillion. I. D. 


Weeks Library. Maps in earth science publications. 
compiled by John Van Balen. [Vermillion] 1982. 


iv, 130 p. 83-623546 


10-14918 


- 1662 - 

DEPT. OF EMPLOYMENT SECURITY. Biennial 

report. Ist; 1980/82. [Nashville] 36 p. 
Report period ends Sept. 30. 
- 1663 - 

HOUSING DEVELOPMENT AGENCY. _ Report on the 
need for housing in Tennessee, 1982 [by Carl R. 
Siegrist, Jr.] Nashville, 1982 2v. ill. 

Contents.——v. 1. Households needing and 
qualifying for housing assistance. ——v. 2. Housing 
market conditions, additions to the housing inventory, 
and future production needs. 

$3.00 each vol. 83-623464 


- 1664 - 
UNIVERSITY OF TENNESSEE, Knoxville. The library 
development program report. ; 2/83. 
Edited by John Dobson. Knoxville. 20p. ill. 
annual, (Its Record, v. 86, no. 4) 


- 1665 - 

UNIVERSITY OF TENNESSEE, Knoxville. Report of 

the treasurer, 1982/83. [Knoxville] 28p. ill. 
annual, 

Report year ends June 30. 


- 1666 - 

UNIVERSITY OF TENNESSEE, Knoxville. Municipal 
Technical Advisory Service. rectory ennes- 
Se€€ Municipal officials. 39th; 1983/84. La Tonya 
Penn, editor. eerie | 126 p. + 

Issued in cooperation with the Tennessee Munici- 
pal League. 
20.00. 44-42301 


65-64574 


TEXAS 


- 1667 - 

ADVISORY COMMISSION ON INTERGOVERNMENTAL 
RELATIONS. Annual financial report. 1981/82. 
[Austin] 42 p. 

Report year ends Aug. 31. 


AGRICULTURAL EXPERIMENT STATION, College Sta- 
tion. Mfiscellaneous] p{ublication] 
- 1668 - 
1535. Integrated control of sorghum downy mildew. 
1983. 15p. ill. 
- 1669 - 
1537. A FORTRAN computer program for deter- 
mining start date and base temperature for degree 
models [by D. R. Ring and others} 1983. 
AGRICULTURAL EXPERIMENT STATION, College Sta- 
tion, P{rogress] rjeport] College 
- 1670 - 
4131. Sesame performance test, Lubbock, 1982 
D. Brigham and J. Keith Young. 
983. Tp. 


- 1671 - 

4135. A mark-release trap for boll weevils 
(Coleoptera: Curculionidae) [by] J. R. Price 
and J. E. Slosser. 1983. 4p. ill. 

- 1672 - 

4137. Manipulation of lacewings (Neuroptera: 
Chrysopdiae) on cabbage 4° M. J. Wellik 
and J. E, Slosser. 1983. 6p. 

- 1673 - 
4140. Population dynamics of the greenbug and its 
arasitoids on winter wheat in central Texas 
bo T. = Kring and F, E. Gilstrap. 1983. 
p. 


- 1674 - 

4142. Performance of alfalfa cultivars on alluvial 
soils in southeast Texas [by] Ethan C. Holt. 
1983. 6p. ill. 

- 1675 - 

4143, Performance of alfalfa varieties in northwest 

Texas [by] D. J. Undersander. 1983. 7p. 
- 1676 - 

4144, Soybean variety trials, Bushland, 1980-82 

[by] S. R. Winter and [others] 1983. 8p. 
- 1677 - 

4145. Performance of wheat and oat grain varieties, 
1977-1982 [by| L. R. Nelson and Steve Ward. 
1983. 4p. 


- 1678 - 

4146. Biology and nature of parasitism of 
hymenopterous parasitoids of sorghum — 
{Py] C. L. Lippincott andG,. L. Teetes. 1983, 

p. ill 


- 1679 - 
AMARILLO STATE CENTER FOR HUMAN DEVELOP- 
MENT. Welcome to the infant stimulation (ISP) 
screening. (Amarillo, n. d.| folder, ill. 


- 1680 - 
ANATOMICAL BOARD OF THE STATE OF TEXAS. 


financial statement. 1982/83. Galveston. 


p. 
Report year ends Aug. 31. 


- 1681 - 

BOARD OF VETERINARY MEDICAL EXAMINERS, 
Official directory of licensed veterinarians. 
1983-84, [Austin] 176p. ill. biennial. 

58-62636 


- 1682 - 
BUREAU OF EPIDEMIOLOGY. Reported morbidity 
and mortality in Texas; annual summary. Vol. 5; 
1982, Austin. V, 42p. ill. 80-649991 


Texas a 

| 

7 << 


- 1683 - 
COMPTROLLER'S OFFICE. Taxable items sold by 
grocers. [Austin] 1983. 7p. (Its Tax facts) 
Available from: Comptroller of Public Accounts, 
Tax Publications, 111 E, 17th Street, Austin, 
Texas 78774. 1684 


COMPTROLLER'S OFFICE. Taxpayer rights. 

[Austin] 1983. folder. (Its Tax facts) 
Available from: Comptroller of Public Accounts, 
Tax Publications, 111 E. 17th Street, Austin, 
Texas 78774, 
- 1685 - 

DEPT. OF AGRICULTURE. Batter up with eggs. 
Prepared in cooperation with the American Egg 
oard and the Texas Egg Council. Austin, n. d. | 

folder. 
- 1686 - 

DEPT. OF AGRICULTURE. Texas certified seed; 
spring seed directory. June 1983. [Austin] 12 p. 

- 1687 - 

DEPT. OF COMMUNITY AFFAIRS. Drug Abuse Pre- 
vention Division. Drug abuse in Texas: the problem 
Gnd the State’s response. Austin [1983] 18p. ill. 

- 1688 - 

DEPT. OF COMMUNITY AFFAIRS. oe Abuse Pre- 
vention Division. Drug abuse prevention programs 
Tor high-risk youth in Texas, by D. Dwayne Simpson 
and Maryann Santos de Barona. Austin |1983}| 
10p. ill. 

On cover: Drug abuse in Texas. 
- 1689 - 

DEPT. OF HEALTH. Cancer of the prostate. [Austin, 
Adult Health Services, Dept. of Health, n. d 
folder. 


- 1690 - 
DEPT. OF HUMAN RESOURCES. A new Texas law: 
protection for the elderly. [Una nueva ley en Texas: 


servicios protectorios para personas de edad avan- 
zada. Austin] 1983. |4]p. ill. 


Issued in cooperation with the Gray Panthers of 
Austin. 
- 1691 - 


DEPT. OF HUMAN RESOURCES. Your Medicaid 
responsibilities: reporting changes. Obligaciones 
del cliente de Medicaid: reportar cambios. |Austin, 
1983. 6] p. 

~ 1692 - 

DEPT. OF HUMAN RESOURCES. Community Re- 
sources Division. Directory of Shelter centers in 
Texas, family violence program. |Austin, n. d. | 
36 p. 


- 1693 - 

DEPT. OF WATER RESOURCES. Computation Center 
user's reference manual: a guide for users of the 
computer facility at the Texas Department of Water 
Resources. Rev. ed. [Austin] 1983. various 
pagings. ill. (its UM-26) 

- 1694 - 

DEPT. OF WATER RESOURCES. Irrigation system 
and pumping plant efficiency evaluations: 1978-1981. 
| Prepared in cooperation with the] U. S. Soil Con- 
servation Service |and| High Plains Underground 
Water Conservation District No. 1. [Austin] 1983. 
x, 107p. ill. (Its LP-191) 


- 1695 - 
DEPT. OF WATER RESOURCES. Program informa- 
tion for Federal construction grants to build munici- 
pal wastewater treatment facilities. Rev. [Austin] 
1983. viii, 172, 48, 115, 37, 5p. ill. 
(Its LP-87) 


- 1696 - 

ECONOMIC DEVELOPMENT COMMISSION. 
Opportunities in Texas. Gelegenheiten in Texas. 
Possibilités au Texas. [Austin, 19827] 44p. ill. 

- 1697 - 

EDUCATION AGENCY. Annual program plan for voca- 
tional education. 1983/84. Submitted to the U. S. 
Secretary of Education. Austin. xi, 450 p. 

Includes the Accountability report for fiscal year 
19 


82. 

$6.00; available from: 
Office, Education Agency, 201 East 11t reet 
Austin, Texas 78701. 80-644865 


EDUCATION AGENCY. Bulletin, Austin. 
- 1698 - 
742. Data submission to the Texas Education 
Agency. 1983/84. 4v. annual. 
Issued by its Reports Management System. 


- 1699 - 

EDUCATION AGENCY. Dept. of Special Education. 
State Board of Education rules for handicapped 
students (including Federal regulations and State 
law). |[Austin, n. d.| iii, 177 p. 

$4.00; available from the Publications Distribu- 
tion Office, Education Agency, 201 East Eleventh 
Street, Austin, Texas 78701. 83-623358 


- 1700 - 
EDUCATION AGENCY, Division of Textbooks. 
Current-adoption |of| textbooks. T983784. Austin. 


v, 61p. annual. 

$2.00; available from the Publications Distribu- 
tion Office, Education Agency, 201 East Eleventh 
Street, Austin, Texas 78701. 54-41220 


- 1701 - 
[ FISHERIES DIVISION] Inland Fisheries Branch, 
A survey of black bass tournament fishing in Texas. 
1982. |By Charles E, Shaw. Austin] 90 p. 
annual, (Parks and Wildlife Dept. WD report 
3000-81) 80-648114 


FOREST SERVICE. Publication. {College Station] 


- 1702 - 
133, Lone Star State forestry: a forest resource 
plan [by] Bruce R. Miles. 1983. 35p. ill. 


- 1703 - 
HISTORICAL COMMISSION. Preserving historic 
bridges. |Austin, 1983} 7p. ill. (Its Texas 
preservation guidelines) 


- 1704 - 
LAWS, STATUTES, ETC. Article 5069 - 16.01 et seq. 
amended version; effective August 29, 1983. 
~y Secretary of State, Uniform Commercial 
ode and Notary Public Section |n. d. 4] p. 


LEGISLATIVE COUNCIL. Information report. 
[Austin] 


- 1705 - 
83-4. Analyses of proposed constitutional amend- 
ments. Nov. 8, 1983. 56p. 82-642178 


- 1706 - 
NORTH TEXAS STATE UNIVERSITY, Denton. 
Financial report. 33d; 1981/82. Denton. 
ii, 156 p. annual. 
Report year ends Aug. 31. 


64-64263 


PARKS AND WILDLIFE DEPT. 
{Austin} 


PWD booklet. 


- 1707 - 

7000-33. Supplemental feeding, by Jim R. Perkins. 

1979 |i. e. 1983] 8p. ill. 
Issued by its Wildlife Division. 
- 1708 - 

7000-35. Basics of brush management for white- 
tailed deer production, by Tommy L. Hailey. 
1979 |i. e. 1983. ill. 

Issued by its Wildlife Division. 


1709 - 
7000-84, Kerr wuts Management Area driving 
tour: an interpretive display of wildlife and e 


management practices applicable to the Edwards 
Plateau of Texas. [1983| 8p. 
- 1710 - 

7000-86. Deer management in the Edwards Plateau 
of Texas, by Donnie E. Harmel and George W. 
Litton. 1981 [i. e. 1983) 21p. ill. 

Issued by its Wildlife Division. 
PARKS AND WILDLIFE DEPT. PWD brochure. 
|Austin] 
- 1711 - 

4000-7. Lake Brownwood State Recreation Area. 
{1983} folder. ill. 

- 1712 - 

4000-10. Anson Jones: last president of the Republic 
of Texas. [1983] folder. ill. 

- 1713 - 

4000-122. Caddo Lake State Park. [1983] 
folder. ill. 

- 1714 - 

4000-303. Birds of Monahans Sandhills State Park, 
. field checklist [by Frances William. 1983) 

p. 
PARKS AND WILDLIFE DEPT. 

[Austin] 


PWD bulletin. 


- 1715 - 
7000-88. Pies deer management, by Gary E. 
Spencer. 1981 |i. e. 1983] '34p. ‘i. 
Issued by its Wildlife Division. 


PARKS AND WILDLIFE DEPT. PWD folder. [Austin] 


- 1716 - 
9000-98, Texas freshwater fishing guide; effective 
September 1, 1983-expires August 31, 1984. 
[1983] folder. ill. 


- 1717 - 
9000-113. Texas saltwater fishing guide; effective 
September 1, 1983-expires August 31, 1984. 
{1983} folder. 


PARKS AND WILDLIFE DEPT. PWD report. [Austin] 
- 1718 - 
7000-100. Shotshell ballistic data. (1983. 9] p. 
ill. 
- 1719 - 


REHABILITATION COMMISSION. Personnel directory; 

effective September 30, 1983. Austin [1983] 122 p. 
On cover: A human energy agency. 
- 1720 - 

SECRETARY OF STATE, International classification 
of goods and services to which trademarks and serv- 
ice marks apply. Austin|[n. d.| 4p. 

- 1721 - 

SECRETARY OF STATE. Texas uniform commercial 
code secured transactions handbook. Rev. 
[Austin] 1983. 22 p. 


- 1722 - 

SECRETARY OF STATE. Trademark Section. Gen- 
eral information—trademiark applications. 
|Austin, 4] p. 

- 1723 - 

STATE AUDITOR. Audit report, Austin State School. 

1981/82. Austin. 41p. annual, 
Report year ends Aug. 31. 
- 1724 - 

STATE AUDITOR. Audit report, Court of Criminal 
Appeals and the State prosecuting attorney. 
1980/82. Austin. 31p. ill. 

Report period ends Aug. 31. 
- 1725 - 

STATE AUDITOR. Audit report, Good Neighbor Com- 

mission. 1981/82. Austin. 22p. annual. 
Report year ends Aug, 31. 
- 1726 - 

STATE AUDITOR. Audit report, Texas Commission 

on Alcoholism, 1981/82. Austin. 49 p. 
Report year ends Aug. 31. 


- 1727 - 

STATE AUDITOR. Audit report, Texas Cosmetology 

Commission. 1979/82, Austin, 25 p. 
Report period ends Aug. 31. 
- 1728 - 

STATE AUDITOR. Audit report, Texas Rehabilitation 
Commission. 1981/82. Austin. 57p. ill. 
annual, 

Report year ends Aug. 31. 


- 1729 - 


STATE AUDITOR. Audit report, Texas Turnpike 


Authority. 1982, [Austin] "a1 p. ill, annual, 
- 1730 - 
STATE BOARD OF MEDICAL EXAMINERS. Directory 


of licensed and registered — and surgeons 
in Texas. June 1983 hee Austin. 
22, 8, 7p. + annual 79-633327 


STATE DEPT, OF HIGHWAYS AND PUBLIC TRANS- 
PORTATION. Departmental research report. 
|Austin} 


- 1731 - 
271-1F. Speed reduction in rural communities, 
by R. G. Biggs. 1983. iii, 81. ill. 
Available from: State Dept. of Highways and 
Public Transportation, Transportation P ing 
Division, P. O. Box 5051, Austin, TX 78763. 


- 1732 - 
STATE PROPERTY TAX BOARD. Annual financial 
report. 1981/82. Austin. 481. ill. 
Report year ends Aug. 31 


- 1733 - 
STATE PROPERTY TAX BOARD, Annual report. 
1982, [Austin] various pagings. ill 
81-642443 


- 1734 - 
STATE SECURITIES BOARD. Annual report to the 
Governor. 1981/82, [Austin] 46 p. 
83-641729 


Report year ends Aug. 31 
TEXAS A & M UNIVERSITY, College Station. t. of 
Agricultural Economics. artmen ormation 
report, [College Station | 


- 1735 - 
83-2. An economic evaluation of alternative cultural 
programs for idle acreage, by W. L. Harman 
andA, F. Wiese. [1983] iii, 22 1. 


\ 


- 1736 - 
TEXAS A & M UNIVERSITY, College Station. poet. of 
Wildlife and Fisheries Sciences. ibliography 
publications, dissertations, and theses from the 

Caesar Kleberg Research Program in Wildlife 
Ecology, 1967-1982. College Station, 1982. 30 p. 
83-623512 


- 1737 - 
TEXAS A & M UNIVERSITY, College Station. Sea 

Grant College Program. altwater lishes of Texas: 
a dichotomous key, Dy Edward O. Murdy. Ill. by 
Janice D. Fechhelm. Bland Crowder, editor. 
College Station, 1983. vi, 220p. ill, — 

$7.00; available from: Marine Information Serv- 
ice, Sea Grant College <«—~; Ry A & M Uni- 

i Station, Texas ° 

versity, College Sta 


- 1738 - 
TEXAS SOUTHERN UNIVERSITY, Houston. Annual 
financial report. 1981/82. |Houstony 101 p. 
Report year ends Aug. 31. 


TEXAS TECH UNIVERSITY, Lubbock. Museum. 
Occasional papers. [Lubboc 
Issued in cooperation with the International 
Center for Arid and Semi-Arid Land Studies, 
Texas Tech University. 


- 1739 - 

87. Type specimens of mammals in the collection of 
the Institute of Biology, National University of 
Mexico |by| Guillermina Urbano Vidales and 
Oscar Sanchez-Herrera. 1983. 7p. 

$2.00, plus 5 percent sales tax for Texas 
residents; available from: Texas Tech Press, 
Texas Tech University, Lubbock, Texas 179409. 


- 1740 - 

88. Redescription of Centruroides testaceus 
(DeGeer) and description of a new species from 
the Lesser Antilles (Scorpiones: Buthidae) [by] 
W. David Sissom and Oscar F, Francke. 

1983. 13p. ill. 

$2.00, plus 5 percent sales tax for Texas 
residents; available from: Texas Tech Press, 
Texas Tech University, Lubbock, Texas 79409. 


TEXAS TRANSPORTATION INSTITUTE, College Station. 
Research report. College Station. 


- 1741 - 
236-2F. Cantilever retaining wall design, by Robert 
F. Bruner, Harry M. Coyle, and Richard E. 
Bartoskewitz. Sponsored by State Dept. of High- 
ways and Public Transportation in cooperation 
with the Federal Highway Administration. 1983. 
xii, 179 p. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, 
Virginia 22161. 

FHWA /TX-83/25+236-2F. 83-623505 


- 1742 - 
250-2F. Vehicle emissions at intersections, by 

J. A. Bullin, M. Hinz |and] S. C. Bower. 
Sponsored by State Dept. Highways and Public 
Transportation, Transportation Planning Division 
inc ration with the Federal Highway Adminis- 
ration} 1983. xi, 181p. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, 


Virginia 22161. 
FHWA/TX-83/14+250-2F. 83-623506 


- 1743 - 

287-3. Asphalt concrete factors related to pavement 
cracking in West Texas, by K. O. Anderson and 
J.A. Epps. Sponsored by the State Dept. of 
Highways and Public Transportation in coopera- 
tion with the Federal Highway Administration. 
1983. viii, 69p. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, 
Virginia 22161. 

FHWA/TX-83/17+287-3. 83-623507 

- 1744 - 

294-1. Behavior of ASTM C 850 concrete box cul- 
verts without shear connectors, by Ray W. James. 
Sponsored by State Dept. of Highways and Public 
Transportation in cooperation with Federal High- 
way Administration. 1983. vii, 67p. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, 
Virginia 22161. 

FHWA/TX-84/01+294-1. 


- 1745 - 

299-2. Estimating service life of surface-treated 
pavements in oil field areas, by J. M. Mason, 
T. Scullion |and| B, Stampley. Conducted for 
the State Dept. of Highways and Public Trans- 
portation. 1983. viii, 91 p. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, 
Virginia 22161. 

TX-83/299-2. 83-623509 


83-623508 


- 1746 - 

299-3. Methodology for assessing and predicting the 
effects of oil field development, by J. M. Mason 
and |others| Conducted for the State Dept. of 
Highways and Public Transportation. 1983. 

x, 46p. ill. 

Available from: National Technical Information 
Service, 5285 Port Royal Road, Springfield, 
Virginia 22161. 

TX-83/299-3. 83-623510 

- 1747 - 

UNIVERSITY OF TEXAS AT AUSTIN. Bureau of Busi- 
ness Research. Texas fact book. > vy 

oseph E. Pluta, Rita J. Wright [and] Mildred C. 
Anderson. [Austin] xi, 229p. ill. 78-67923 


UNIVERSITY OF TEXAS AT AUSTIN. Bureau of Eco- 
nomic Geology. Report of investigafions. Austin. 


1748 - 
132. Continuity and internal properties of Gulf 
Coast sandstones and their implications for geo- 
pressured fluid production [by] R. A. Morton, 


T. E. Ewing, andN. Tyler. Assisted by B. E. 
Bullock. 1983. vi, 70p. i 83-633490 


- 1749 - 

135. Oligocene volcanism and multiple caldera 
formation in the Chinati Mountains, Presidio 
County, Texas [by] Joseph C. Cepeda [and] 
Christopher D. Henry. 1983. iv, 32p. ill. 

83-623491 


UNIVERSITY OF TEXAS AT AUSTIN. Center for Re- 
search in Water Resources. CRWR. us 


- 1750 - 

199. Bacteriophages as indicators of human enteric 

viruses in activated sludge wastewater treatment, 

by Steven W. Funderburg and Charles A. Sorber. 
1983. xi, 63p. ill. 

On cover: Technical report. 


83-623511 


UNIVERSITY OF TEXAS AT AUSTIN. Center for 
Transportation Research. Research report. 


[Austin] 

- 1751 - 

247-4, Estimation of the fatigue life of a test bridge 
from traffic data, by Peter W. Hoadley, Karl H. 
Frank, and Joseph A. Yura. Conducted for State 
Dept. of Highways and Public Transportation in 
cooperation with the Federal Highway Administra- 
tion. 1983. xviii, 122 p. ill. 

Available from: National Technical Information 
Service, Springfield, Virginia 161. 
FHWA /TX-83/8+247-4, 83-623514 
- 1752 - 

247-5F. Fatigue behavior of longitudinal transverse 
stiffener intersection, by John D. Pass, Karl H. 
Frank, and Joseph A. Yura. Conducted for State 
Dept. of Highways and Public Transportation in 
cooperation with the Federal Highway Administra- 
tion. 1983. xiv, 85p. ill. 

A'vailable from: National Information 
Service ringfield, Virginia e 
FHWA TX 83-623515 
- 1753 - 

302-1F. Automobile accident reconstruction by 
dynamic simulation, by Walter S. Reed. Con- 
ducted for State Dept. of Highways and Public 
Transportation in cooperation with the Federal 
Highway Administration. 1983. ix, 209p. ill. 

Available from: National bing Information 
i ingfi Virginia 161. 
Service, Springfield, Virg 83-623516 
UNIVERSITY OF TEXAS AT AUSTIN. Tarlton Law 
Library. Legal bibliography series. [Austin] 


- 1754 - 

25. The Texas Supreme Court: an index of selected 
sources on the court and its members, 1836 to 
1981, compiled by Linda Gardner. Witha 
historical postscript by Joe R. Greenhill. 

[c1983] viii, 146 p. 83-623519 
- 1755 - 

26. Art and the law: an exhibit and publication in 
celebration of the Centennial of the University of 
Texas, 1883-1983, by the Tarlton Law Library 
staff. [c1983] vi, 341. 83-623520 


- 1756 - 

UNIVERSITY OF TEXAS HEALTH CENTER AT TYLER. 
Smoking cessation and education program, presented 
by the University of Texas Health Center at Tyler. 
Co-sponsored by Texas Chest Foundation. ([Rev. 
Tyler, n.d. ill. 


UTAH 


- 1757 - 
DEPT. OF EMPLOYMENT SECURITY. Annual report. 
Vol. 1. Operating statistics. 1982. Prepared by 
Margit R. Hansen. [Salt Lake City] 31p. ill. 


- 1758 - 

DEPT. OF EMPLOYMENT SECURITY. Annual report. 
Vol. 2. Actuarial review and unemployment insur- 
ance statistics. 1982. Prepared by William R. 
Horner. [Salt Lake City] 41 p. 


- 1759 - 

DEPT. OF EMPLOYMENT SECURITY. Annual report. 
Vol. 3. Utah labor market information. 1982 
Prepared and edited by Diane H. Eyres. [Salt 
Lake City] 99p. ill. 


- 1760 - 

TRANSPORTATION COMMISSION. Utah! [Official 
highway map| 1983, ng Lake City] col. 
on sheet 88 x 59 cm. fold. te 22x 10cm. annual. 

Free. 
- 1761 - 

UNIFORM CRIME REPORTING SECTION. Crime 
in Utah. 4th; 1981. [By Richard R. Horlacher, 
Dan Taylor, and Chris Vermillion. Salt Lake civ 
33 p. ill. annual, 81-649 

- 1762 - 

UTAH STATE UNIVERSITY, Logan. Center for Water 
Resources Research. hg stream fish micro- 
habitat requirements for water project planning; 
research project technical completion report {by 
William T, Helm. |Prepared for the U. S. ° 
of the Interior} Logan, 1982. i, 131. ill. 

Issued in cooperation with the Ecology Center, 
Utah State University. 


UTAH STATE UNIVERSITY, Logan. Institute for 
Social Science Research on Na esources. 
Research monograph. Logan. 

- 1763 - 
10. Water transfers from agriculture to industry: 
two Utah examples, by Ronald L, Little and 
Thomas R. Greider. 1983. xi, 160p. ill. 


UTAH STATE UNIVERSITY, Logan, Water Research 
Laboratory. Water quali y series, ogan. 
- 1764 - 
Q-83/05, Alteration of availability of heavy metals 
to aquatic microflora by complexation with organ- 
ics associated with oil shale development, by 


Bruce S. Mok |and| Jay J. Messer, 1983, 
xiii, 135 p. ill. 


- 1765 - 

Q-83/06. Evaluation of the potential for groundwater 
transport of mutagenic compounds released by 
spent oil shale, by Robert E. Hinchee |and others] 
1983. x, 127p. ill. 

- 1766 - 

Q-83/07. Polycyclic aromatic hydrocarbons: are 
they a problem in processed oil shales? |By] 
David L, Maase |and| V. Dean Adams. 1983. 

x, 160p. ill. 
- 1767 - 

Q-83/08. Effects of cadmium on stream and irri- 
gated agriculture in the presence and absence of 
oil shale leachate, by Douglas A. Selby {and 
others| With contributions from David Hancey 
{and others] 1983. xii, 148p. ill. 


- 1768 - 

Q-83/09. The evaluation of metals and other sub- 
stances released into coal mine accrual waters 
on the Wasatch Plateau coal field, Utah, by 
Alberta J. Seierstad [and others} 1983. 

xviii, 156 p. ill. 


UTAH STATE UNIVERSITY, L 


an. Water Research 
Laboratory. Water resouFee iS planning series. 
Logan. 


- 1769 - 
P-83/02. Drought management concepts: lessons 
of the 1976-1977 U. S. drought, by Rangesan 
Narayanan and |others| 1983, xii, 87p. ill. 


- 1770 - 
P-83/03. Index construction for multiple objective 
analysis of land and water use in a high mountain 


watershed joy) L. Douglas James [and others} 
1983. x, 212p. ill. 


et 
Pi 


- 1771 - 

P-83/04. An economic evaluation of benefits and 
costs of maintaining instream flows, by Rangesan 
Narayanan and |others] 1983. x, 48p. ill. 

- 1772 - 

P-83/05. Adapting water services to urban growth: 
a case study of Salt Lake County, by Dean T. 
Larson [and others] 1983. xii, 105p. ill. 


VERMONT 


- 1773 - 

AGENCY OF TRANSPORTATION. Rouses Point, New 
York - Alburg, Vermont, BRF 028-1(11); U. $. 
Route 2, beginning at Montgomery Street in the 
village of Rouses Point, New York and terminating 
0.2 miles west of Town Highway 3 in the town of 
Alburg, Vermont; final environmental impact state- 
ment, submitted pursuant to 42 U. S. C. 4332(2) (c), 
by the Federal Highway Administration and Vermont 
Agency of Transportation. Montpelier, 1983. 

93 p. ill. 
| ae in cooperation with the Federal Highway 
Administration and others. 
FHWA-VT-EIS-83-01-F. 
- 1774 - 

DEPT. OF MOTOR VEHICLES. Motorcycle operator's 

manual, [Montpelier] 1983. 30p. ill. 
- 1775 - 

DEPT. OF MOTOR VEHICLES. School bus drivers 

manual. Rev. [Montpelier] 1983. 37, Al0p. 


- 1776 - 

DEPT. OF MOTOR VEHICLES. Vermont driver's 

manual, 30th; 1983. Montpelier. 76p._ ill. 
- 1777 - 

DIVISION OF PUBLIC HEALTH STATISTICS. Vermont 
health data book, 1983 |by Steven J. Kappel, David A. 
Jillson, and Mary Anne Freedman| Burlington 
1983. x, 1llp. ill. 3-623462 

- 1778 - 

ELECTRICIANS’ LICENSING BOARD. State of Vermont 
Electricians’ Licensing Board 
October 15, 1981. Montpelier, n. d.| 8p. 

- 1779 - 

GENERAL ASSEMBLY. Senate. Journal. 1982 
adjourned session. South Burlington, the Offset 
House, Inc. 1122 p. 

Title on spine: Vermont Senate journal. 
55-20845 


VIRGIN ISLANDS 


~ 1780 - 
COMMUNITY ACTION AGENCY. Annual report. 
1980/81. [Charlotte Amalie] 44p. ill. 


- 1781 - 
DEPT. OF HEALTH. Annual report. [Charlotte 
Amalie] 92 p. 62-62754 
- 1782 - 
OFFICE OF THE BUDGET DIRECTOR, Annual report. 
1979/80-1981/82. [Charlotte Amalie] 3 v. 
Report year ends Sept. 30. 


VIRGINIA 


- 1783 - 
BLUE RIDGE COMMUNITY COLLEGE, Weyers Cave. 
Annual report of the president. 198078 
Weyers Cave. 251. 


- 1784 - 

BUREAU OF INSURANCE. Virginia auto insurance 
consumer's guide. [Richmond, 1982] 31 p. 

~ 1785 - 

CENTER FOR HEALTH STATISTICS. Annual survey 
of Virginia hospitals and nursing homes; beds and 
utilization. 7th; 1981. [Richmond] ii, 39p._ ill. 

Cover title: Survey of... 83-645920 
- 1786 - 

COLLEGE OF WILLIAM AND MARY, Williamsburg. 
Earl Gr Swem Library. J. Edward 
Museum. An exhibit of treasures and autographs 
from the Earl Gregg Swem Library's manuscript 
collections in honor of the meeting of the Manuscript 
Society in Williamsburg, Virginia, May 26 to May bo, 
1982 [held] March 15-June 1, 1982. [Williamsburg, 
1982] 15p. 

- 1787 - 

COLLEGE OF WILLIAM AND MARY, Williamsburg. 
Earl Gregg Swem Library. Manuscripts and Rare 
Books Te t. Women’s History resources. 
n. d.| folder. ill. 

- 1788 - 

COMMISSION OF GAME AND INLAND FISHERIES. 
Uniform hunter casualty report. 1980/81. 
Richmond. 61. annual. 

Report year ends June 30. 


DEPT, OF CORRECTIONS. Division of Program De- 
velopment and Evaluation. ~ Research and Re Orti 
Unit. Reporting Section. Report. [Richmond] 

- 1789 - 

82205. Jail commitments and confinements. 
1981/82, [By Marilyn P. Davis] iv, 79p. ill. 
annual. 

Cover title: Commitments to jails. 
Report year ends June 30. 


DEPT. OF EDUCATION. Division of Research, Eval- 
uation, and Testing. Pilot studies, a research 
contribution to planning. Richmond. 

- 1790 - 

27. The effects of an advanced study center for high 
school students during a period of declining en- 
rollment, study conducted by Beverly B. Cox, III. 
Abstract prepared by Mary F. Lovern. 1983. 
p. 


- 1791 - 

28. Staff development for standards of quality com- 
petencies for elementary teachers, study conduct- 
ed by Doris H. Hulvey. Abstract prepared by 
Mary F. Lovern. 1983. p. 

- 1792 - 

DEPT. OF PLANNING AND BUDGET. Organization of 
the Virginia State government. 1983.  |Richmond. 
3}p. ill. 

- 1793 - 
DEPT. OF REHABILITATIVE SERVICES. Office of 


Public Relations. Tidewater Community Kehabili- 
tation Center. |Richmond, n. d.| folder. 


DIVISION OF MINERAL RESOURCES, Publication. 
Charlottesville. 


- 1794 - 
45. Virginia gold-resource data jby] Palmer C. 
Sweet and David Trimble. 1983. 196p. ill. . 
83-623522 


- 1795 - 
DIVISION OF MOTOR VEHICLES. 1981-82: preparing 
for change. [Richmond, 1982?] 12p. ill. 


UTAH 
$2 


- 1796 - 
DIVISION OF MOTOR VEHICLES. 
year ending June 30, 1983. [Richmond, 1983] 


Report of license 


unpaged. 83-623518 
- 1797 - 
DIVISION OF MOTOR VEHICLES. Summary of motor 
vehicle license issue. 1982/83. Richmond. 41. 
As compared to 1981/82. 
Report year ends June 30. 
- 1798 - 

EDUCATION LOAN AUTHORITY. VELA answers the 
question: but how do I pay for school? [Rev. 
Richmond, n. d.| folder. 

- 1799 - 

EMPLOYMENT COMMISSION. Economic assumptions. 
1983/84. 113. i. 

Report year ends Sept. 30. 
- 1800 - 

FERTILIZER AND LIME SECTION. Fertilizer and 
lime used and results of inspection. 26th; 1981/82. 
Richmond. ii, 14, 162 p. annual. 


- 1801 - 
GENERAL ASSEMBLY. Joint Legislative Audit and 
Review Commission. eport to the General Assem- 
ichmond| 36p. ill. biennial. 


y- 
On t. p.: Commission activities: a ten-year 
perspective. 82-642054 


74-648845 


- 1802 - 
GENERAL ASSEMBLY. Senate. Journal. 1983 
session. Richmond. “ZV. annual. A59-9088 


- 1803 - 

GOVERNOR'S OFFICE. Virginia State government: a 

point intime. [Richmond, 1983] 27p. ill. 
- 1804 - 

HISTORIC LANDMARKS COMMISSION. Virginia Re- 
search Center for Archaeology. BibliogFaphy of 
archaeological and related research reports. 
Yorktown, 1983. various pagings. 83-623523 


- 1805 - 
INDUSTRIAL COMMISSION. Opinions. Vol. 61; 
1981-82, Richmond, Dept. of Workmen's Com- 
pensation. xiv, 470 p. 25-18958 


- 1806 - 
J. SARGEANT REYNOLDS COMMUNITY COLLEGE, 


Richmond. Media Processi Center| Periodicals 
ichmond, n. d. xvil, 
On cover: Learning Resources Center. 


- 1807 - 

LAWS, STATUTES, ETC. Laws of Virginia relating 
to medicine and other healing arts. [Richmond] 
Board of Medicine, 1983. 58 p. 

Printed by the Michie Co. 


- 1808 - 

LAWS, STATUTES, ETC. Laws of Virginia relating 
to the marine resources of the Commonwealth; 
1983 cumulative supplement. Newport News, 
Marine Resources Commission, 1983. 90 p. 

Printed by the Michie Co. 


- 1809 - 
LAWS, STATUTES, ETC. Nursing law of Virginia. 
|Richmond] State Board of Nursing, 1983. 13 p. 
Printed by the Michie Co. 


- 1810 - 
LAWS, STATUTES, ETC. Virginia election laws. 
July 1, 1983. [Richmond] State Board of Elections. 
vii, 288 p. 14-31819 


- 18 
LORD FAIRFAX COMMUNITY COLLEGE, Middletown. 
Annual report. 1982/83. [Middletown] unpaged. 
ill. 


- 1812 - 

MARINE PRODUCTS COMMISSION. Elegant crab: 
Virginia recipes for the Chesapeake Bay blue crab. 
[Newport News, n. d.| folder. (Its Virginia 
seafood) 

Issued in cooperation with the Virginia Poly- 
technic Institute and State University, Sea Grant 
Extension Service. 

- 1813 - 

MARINE PRODUCTS COMMISSION. Oysters "R" for 
always: Virginia recipes for the seafood lover. 
[Newport News, n. d.| folder. (Its Virginia 
seafood) Ai 

Issued in cooperation with the Virginia Poly- 
technic Institute and State University, Sea Grant 
Extension Service. 

- 1814 - 

MUSEUM OF FINE ARTS, Richmond. _ Publications 
Dept. Painting in the South: 1564-I98U, catalogue 
Of an exhibition held Sept. 14, 1983-Feb. 3, 1985, 
at the] Virginia Museum, Richmond [and other 
museums] compiled by David S. Bundy. Intro. by 
Ella-Prince Knox. Essays by Donald B. Kuspit 
{and others. Richmond, c1983] xvii, a 


- 1815 - 

OFFICE OF HOUSING SERVICES. Virginia landlord/ 
tenant handbook, revised April 1983 to reflect 
statutes in effect July 1, 1983. [|Richmond, 1983] 
33 p. ill. 

- 1816 - 

OLD DOMINION UNIVERSITY, Norfolk. Darden School 
of Education. Annual report.” 1982783. [Norfolk] 
unpaged. 

- 1817 - 

OUTDOORS FOUNDATION. Aldie Mills. |Richmond, 
n.d.) 16p. ill. 

- 1818 - 

OUTDOORS FOUNDATION. Virginia Outdoors Founda- 
tion: encouraging the preservation of open space. 
[Richmond, n. d.] unpaged. 

- 1819 - 

PAUL D. CAMP COMMUNITY COLLEGE, Franklin. 

Annual report. 1982/83, [Franklin] folder. ill. 
- 1820 - 

STATE BOARD OF ELECTIONS. Official election 
results, 1982. Compiled from official records by 
Joan S, Mahan. [Richmond] 60p. annual. 


- 1821 - 
STATE CORPORATION COMMISSION, Annual report. 
80th; 1982. 836 p. 
On t. p.: General report. 


- 1822 - 

STATE CRIME COMMISSION. The use of jails for 
juveniles in Virginia: an assessment and recommen- 
dations. Richmond, 1983. i, 224, 6, 6, 7p. ill. 

83-623526 


5-11208 


- 1823 - 

STATE LIBRARY, Richmond. A hornbook of Virginia 

history. Edited by Emily J. Salmon. 
Richmond, 1983. 246p. ill. 


- 1824 - 
STATE LIBRARY, Richmond. Virginia State publica- 
tions in print. July T, 1982. [Richmond] 
annual. A66-7607 


3d ed. 
83-12558 


VIRGINIA 
83 


VIRGINIA 


STATE WATER CONTROL BOARD. Basic data bulletin. 


[Richmond] 

- 1825 - 

61. The Elizabeth River: an environmental perspec- 
tive, prepared by State Water Control Board, 
Bureau of Surveillance and Field Studies, Chesa- 
peake Bay Program. 1983. v, 651. ill. 

83-623525 


- 1826 - 

STATE WATER CONTROL BOARD. A summary and 
analysis of metal and pesticide concentrations in 
shellfish and fish tissues from Virginia estuarine 
waters |by| E. ‘warn, uae J. V. Roland. 
|Richmond] 1983. vi, li. 83-623524 


- 1827 - 
STATEWIDE HEALTH COORDINATING COUNCIL. 

1982 amendment to the 1980-84 Virginia State health 
lan. Prepared by the Division of Health Planning. 
ichmond ~~ i, 24p. 

Available from: Division of Health Planning, 

Room 1010, Madison eee, 109 Governor Street, 

Richmond, Virginia 23219 83-623517 


SUPPLEMENTAL RETIREMENT SYSTEM. Informa- 


tion series. Richmond, 
- 1828 - 
1. Service retirement and you. [n. d.| folder. 
- 1829 - 
TIDEWATER COMMUNITY COLLEGE, Portsmouth. 
Annual report. 1982/83. [Portsmouth] folder. 


ill. 
Report year ends June 30. 


- 1830 - 
UNIVERSITY OF VIRGINIA, Charicttesville. 
of Government. Virginia votes, > DY 
Larry Sabato. Charlottesville, 1983. xxiii, 205 p. 
ill. 83-623521 


Institute 


- 1831 - 
UNIVERSITY OF VIRGINIA, Charlottesville. Tayloe 
Murphy Institute. Projecte median family 
and median houSehold income in Virginia's counties, 


cities, MSAs, and planning districts by John L. 
& J. Grossman. (|Charlottesville| 
198 


- 1832 - 

VIRGINIA POLYTECHNIC INSTITUTE AND STATE UNI- 
VERSITY, Blacksburg. Proceedings and research 
summaries presented at the annual Virginia Feed 
Convention and Nutrition Conference. 37th; 1983. 
Sponsored [in cooperation| with the Virginia State 
Feed Association |and the| Dept. of Agriculture and 
Commerce. |Blacksburg] 68p._ ill. 

Has also a distinctive title: a capital experience. 


VIRGINIA POLYTECHNIC INSTITUTE AND STATE UNI- 
VERSITY, Blacksburg. Research Division. 
’ 


Bulletin. 


~ 1833 - 

82-4, Hemorrhagic enteritis of turkeys, marble 
spleen disease of pheasants, avian adenovirus 
group II, splenomegaly of chickens: a bibliog- 
raphy |by| C. H. Domermuth and| J. G. 
Rittenhouse. 1982. 4p. 

Issued by the Virginia- Maryland Regional 
College of Veterinary Medicine. 


WASHINGTON 


- 1834 - 
DEPT. OF SOCIAL AND HEALTH SERVICES. Alcohol 
and drug abuse and mental health services block 
grant application, Washington State, FFY 1984; 
fncluding final report on FFY 82 activities. 
Olympia, 1983. 22, 17p. 


- 1835 - 

DEPT. OF SOCIAL AND HEALTH SERVICES. Divi- 
sion of Administration. Office of Research and 
Data Analysis. Program Research and Evaluation 
Section. A description and evaluation of the home 
delivered nutrition services program [by] Katherine 
McCann and Deanna Crews-Rankos. Olympia, iss. 
xii, 58p. ill. 

- 1836 - 


DEPT. OF SOCIAL AND HEALTH SERVICES. Divi- 
sion of Administration. Office of Research and 
Data Analysis. Program Research and Evaluation 
Section. Descriptive profile of individual provider 

chore Services clients |by| Michael A. Garrick. 


Olympia, 1983. vii, 23 p. ill. 
- 1837 - 
DIVISION OF BANKING, Annual report of the gee 
visor of banking. 76th; 1982. lympia. id 
ill. 74-647170 
- 1838 - 


DIVISION OF HEALTH. Preventive health services 
block grant application, Washington State, FFY 
1984. Olympia([1983} 35p. ill. 

- 1839 - 

DIVISION OF SAVINGS AND LOAN ASSOCIATIONS. 
Roster of State-chartered savings and loan associa- 
tions and credit unions with comparative statements 
and information on income, expense, and distribution. 
1982. Olympia. 17p. annual. 62-65863 

- 1840 - 
EMPLOYMENT SECURITY DEPT. Research and Anal- 
sis Branch. Annual planning report, Service deliv- 
ery area 11: Grays Harbor, Lewis, Mason, Pacific, 
and Thurston Counties. By] Kent R. 
Meneghin. Prepared in baw with the U. S. 
Bureau of Labor Statistics and the U. S, Employment 
and Training Administration. Olympia. iv, 70 p. 
ill. (Its Labor market information report) 
- 1841 - 
EMPLOYMENT SECURITY DEPT. Research and Anal- 
sis Branch. Annual planning report, service deliv- 
ery area VIII: Adams, Chelan, Douglas, Grant, and 
Okanogan Counties. 1983. Prepared by Steven 
Phipps. Prepared in cooperation with the U. S. 
Bureau of Labor Statistics and the U. S, “ae a. 
and Training Administration. Olympia. ill. 
(Its Labor market information report 


HOSPITAL COMMISSION. Report. Olympia. 


- 1842 - 

28. Hospital prices and rates: time series to com- 
pare changes r ay 1985 the six months 
ending July 31, “1983. 83] 25p. ill. 

83-623467 
- 1843 - 

MUNICIPAL RESEARCH COUNCIL. Budget sugges- 
tions. 1984, [By Lawrence K. Martin] Seattle, 
es Research and Services Center of Washing- 

annual. (Municipal Research and 

Services Sane of Washington. Information 

bulletin no. 420) 

Issued in cooperation with the Association of 
Cities. 


- 1844 - 

OFFICE OF COMMUNITY HEALTH SERVICES. Wash- 
ington State maternal and child health services block 
grant application, FFY '84. (Olympia, 1983) 

ii, 134p. ill. 
- 1845 - 

OFFICE OF FINANCIAL MANAGEMENT. Organiza- 
tion of State government based on gubernatorial ap- 
pointment authority. [Olympia] 1983. {1]1. i 

- 1846 - 

OFFICE OF FINANCIAL MANAGEMENT. Forecasting 
and Estimation Division. Crime, arres carcer- 
ation: a comparison of Washington and other States 
by John O'Connell and others. Olympia] 1983. 

3p. ill. 83-623466 
- 1847 - 

OFFICE OF FINANCIAL MANAGEMENT. Program 

Development Division. Selected management Infor - 


mation on Was On State agencies. Rev. 
[Olympia] 1983. 201. ill. 83-623465 
- 1848 - 
PUBLIC TRANSPORTATION AND PLANNING DIVISION. 
Annual traffic report. 1982. [Olympia] 
XV, 117p. ill. 


Issued in cooperation with the Federal Highwa 
Administration. 30649403 


STATE ENERGY OFFICE. Energy conservation re- 
source directory. Aug. 1983. Prepared by Sally 
King, Diane Paddock, and Lenore Doyle. Olympia. 
v, 78 p. annual, 

AOENG 83-08. 


- 1850 - 

STATE FERRIES. Fall 1983; effective Sept. 18 

through Nov. 12, 1983. ([Seattle, n. d.| folder. 
Schedule no. 118. 
- 1851 - 

SUPREME COURT. Washington reports; cases deter- 
mined in the Supreme Court of Washington. Vol. 98, 
2d ser.; Nov. 10, 1982/Feb. 17, 1983. Richard F. 
Jones, reporter of decisions. David M. Kenworthy 
[and] Truman S, Fuller III, assistants. [Olympia 
xxxii, 1201 p. 41-1146 


83-642468 


- 1852 - 
UTILITIES AND TRANSPORTATION COMMISSION, 
Finance and Accounts Division. Utility Accounting 
ction. Stics of gas cOmpanies. 
Olympia. 231. ill. annual. 45-51236 


WASHINGTON STATE UNIVERSITY, Pullman. Agri- 
cultural Research Center. Research bulletin. 
man 


- 1853 - 

XB 933. Operating characteristics and performance 
of primary agricultural motor carriage in Wash- 
ington {by Glen es Ken Casavant — Ron 
C. Mittelhammer. 1983. iii, 29p. ill. 


WASHINGTON STATE UNIVERSITY, Pullman, Agri- 
cultural Research Center. Research aaa 
[Pullman] 


- 1854 - 


XC 648. Washington wine grape acreage, 1982 [by] 
D. J. Kirpes [and] C. W. Nagel. 
p. 


- 1855 - 
XC 649. Purchase vs. custom hire of a mechanical 
grape harvester |by| Daniel J. Kirpe ene 
Raymond J. Folwell. 1983. 5p. ill. 


WASHINGTON STATE UNIVERSITY, Pullman. C r- 
ative Extension [Service] C. [Pallman] 
- 1856 - 
842. Washington State Extension Homemaker 
Council recognition of achievement form. 


(1983. 5) 1. 
WASHINGTON STATE UNIVERSITY, Pullman. C r- 
ative Extension [Service] E|[xtensTon] 
Pullman. 


- 1857 - 

1034. Fertilizing landscape trees and shrubs [by 
Ray Maleike and George Pinyuh. 1983. p- 
ill. (Its Yards and gardens 

25 cents. 
- 1858 - 


1213. Washington apple packing industry: a survey 
of current capacity and expansion plans in storage 
and fresh handling [by Tom Sc 0. 1983] 


16 p. ill. 
cents. 
- 1859 - 


1214, Chemical weed control for home grounds [by 


George Pinyuh. 1983. 3]p. (Its Yards and 
gardens) 
25 cents. 


- 1860 - 
1218. Swine rations [by] William G. Luce |and 


others] 1983. 8p. (Pork industry handbook; 
nutrition) 


A reprint. 
25 cents. 


WEST VIRGINIA 


- 1861 - 

DEPT. OF CULTURE AND HISTORY. Historic Pres- 
ervation Unit. Preservation sourcebook: a guide to 
West Virginia historic preservation. [Charleston, 
©1983} 40p. ill. 

a Issued by Preservation Alliance of West Virginia, 
Cc. 
$3.00; available from: Preservation Alliance of 


West Virginia, Inc., P. O. Box 1135, Clarksbu 
West Virginia 26362. 


- 1862 - 
DEPT. OF CULTURE AND HISTORY. Historic Pres- 
ervation Unit. West Virginia historic resource 
Survey handbook. (Charleston, 1983] 40p. ill. 


DEPT. OF EMPLOYMENT SECURITY. Labor and 
Economic Research Section, LER series. 
Tleston. 


~ 1863 - 

LMI 102, Annual planning information, Charleston, 
West Virginia, Standard Metropolitan Statistical 
Area; includes Kanawha and Putnam Counties, 
West Virginia. 1982/83. iv, 44p. 

82-641507 


- 1864 - 
LMI 121. Annual planning information, State of 
West Virginia. 1982/83. v, 50 p. 


82-644422 


- 1865 - 
201. Employment and wages, calendar year 1982. 
1983. iv, 70 p. 

On cover: A county-by-county comparison by 
industry of the employment and wages of workers 
covered by the West Virginia Unemployment com- 
pensation law. 83-623472 


| 

85 


- 1866 - 

DEPT. OF NATURAL RESOURCES. West Virginia 
boating regulations; effective July 1, 1981. 
|Charleston, n. d.| 16p. ill. 

Issued in cooperation with the Dept. of Motor 
Vehicles. 


GEOLOGICAL AND ECONOMIC SURVEY. Circular. 
[Morgantown | 


- 1867 - 
C-32. Oil and gas developments in West Virginia in 
1982, by Douglas G. Patchen and Katharine Lee 
Avary. [1983] 321. ill. 83-623469 


GEOLOGICAL AND ECONOMIC SURVEY. Mineral 
resources series. [Morgantown] 


1868 - 

MRS-5A. Oriskany and Huntersville gas fields of 
West Virginia, with deep well and structural 
eologic map |by] Dudley H. Cardwell. 

Fi982] vi, 180 p. ill. 83-623470 
- 1869 - 

MRS-7B. Oil and gas fields of West Virginia, includ- 
ing completely revised 1982 oil and gas fields map 
by} Dudley H. Cardwell | Katharine Lee 

vary. |Rev.| 1982. ii, 25, A45, B119 p. 
ill. 83-623471 


- 1870 - 
OFFICE OF OIL ANDGAS, Statistical report. 1982. 
[Charleston] 380 p. annual. 


- 1871 - 

PUBLIC SERVICE COMMISSION. Annual report. 
69th; 1981/82. Compiled and edited by Pamela J. 
Hicks [and] Robert L. Stine. [Charleston] 2 v. 

Report year ends June 30. 15-27447 


- 1872 - 
LEGISLATURE. House of Delegates. Journal. 
65th Legislaturé, regular, Test. and second extra- 
ordinary sessions, 1982. [Charleston] 


xiii, 2066 p. 50-38536 


WISCONSIN 


- 1873 - 

BUREAU OF HEALTH STATISTICS. Public health 
Statistics. 1980. Madison. xiii, 84p. ill. 

79-640448 


~ 1874 - 
DEPT. OF ADMINISTRATION. Bureau of Financial 
erations. Annual fiscal report. I982Z783 


ison] 2v. 
Vol. 1 is ill. 


Vol. 2 has also a distinctive title: Appendix. 
Report year ends June 30. 75-642705 


- 1875 - 

DEPT. OF ADMINISTRATION. Community Manage- 
ment Services. Wisconsin county employee wage 
and benefit Survey; including community mental 
health boards 51,.42/.437. 7th; 1983. Survey data 
prepared in cooperation with the Wisconsin Counties 
Association. Madison. 131 p. annual. 

$12.00; available from: Document Sales and Dis- 
tribution, 202 South Thorton Avenue, P. O. Box 
7840, Madison, WI 53707. 


- 1876 - 

DEPT. OF ADMINISTRATION, Community Manage- 
ment Services. Wisconsin municipalities over 
7,300 employee wage and benefit survey; including 
selected towns. 7th; 1983. Survey data prepared 
in cooperation with the League of Wisconsin Munici- 
palities {and the Wisconsin Counties Association] 
Madison. 205p. annual. 

$12.00; available from: Document Sales and Dis- 
tribution, 202 South Thorton Avenue, P. O. Box 
7840, Madison, WI 53707. 83 -643706 
- 1877 - 

DEPT. OF ADMINISTRATION. Community 
ment Services. Wisconsin municipalities under 
Z, d00 employee wage and benefit survey. 7th; 
1983. Survey data prepared in cooperation with 
the League of Wisconsin Municipalites [and the 
Wisconsin Counties Association} Madison. 

141 p. annual, 

$12.00; available from: Document Sales and Dis- 
tribution, 202 South Thorton Avenue, P. O. Box 
7840, Madison, WI 53707. 83-643705 


DEPT. OF NATURAL RESOURCES. Technical 
bulletin. Madison. 
- 1878 - 
138. Limnological characteristics of Wisconsin 
lakes [by Richard A. Lillie and John W. Mason 
1983. 116p. ill. 83-623473 
- 1879 - 
[DEPT. OF TRANSPORTATION. Bureau of Accounting 
and fa | State of Wisconsin appropriation of 
Tansportation fund revenues, 1982/83. [Madison] 
13 p. annual. 
Report year ends June 30. 80-645303 


GEOLOGICAL AND NATURAL HISTORY SURVEY. 
Information circular. Madison. 


- 1880 - 

44, Ground-water resources and geology of Dodge 
County, Wisconsin, by R. W. Devaul, C. A. 
Harr, and J. J. Schiller. [Prepared in coopera- 
tion with “J U. S. Geological Survey. 1983. 

V, 34p. ill. 


- 1881 - 
JOB SERVICE DIVISION, Civilian labor force esti- 
mates. 1982, [Madison. 9] p. 


LEGISLATIVE COUNCIL. Information memorandum. 
Madison, 


- 1882 - 


83-1. The Container Corporation decision: its impli- 


cations for taxation of multijurisdictional corpora- 
tions, by Bill Ford. 1983. 22 p. 


LEGISLATIVE COUNCIL. RL. Madison. 


- 1883 - 

83-28. Legislation relating to administrative rules: 
1983 Senate bill 425, relating to a recodification 
of the administrative rule-making process |by 
~~ Sklansky and Richard Sweet} 1983. 

i p. 
; On t. p.: Report no. 28 to the 1983 Legislature. 


- 1884 - 

SUPREME COURT. Cases determined in the Supreme 
Court and Court of Appeals of Wisconsin. 2d ser. 
Vol. 112; Feb. 8/June 1, 1983. Wilmette, Ill., 
Callaghan & Co. Ixvii, 693 P- ill. 

At head of title: Callaghan's official Wisconsin 
reports. 1-30656 


- 1885 - 

TAX APPEALS COMMISSION. Biennial report. 

1981/83. [Madison] 15 p. 

Report period ends June 30. 
UNIVERSITY OF WISCONSIN, Madison. Extension. 
A. [Madison 

Issued by the Dept. of Agricultural Journalism, 
University of Wisconsin, 

- 1886 - 

2088. Managing insects in the home vegetable 

J. A. Wyman and J. Pellitteri. 


n.d.| 15p. ill. (Its Urban phytonarian series) 
70 cents. 
- 1887 - 


2588. Plum (Prunus) and cherry (Prunus) disorder: 
black knot [by] M. F. Heimann and D. M. Boone. 


[n. d. a p. ill. (Its Urban phytonarian series) 
15 cents. 


- 1888 - 

3241. Raspberry disorder: anthracnose [by] M. F. 
Heimann and D. M. Boone. [n. d. 2]p. ill. 
(Its Urban phytonarian series) 
cents. 

- 1889 - 

3242. Analysis of the snap bean root rot potential of 
Wisconsin fields [by] K. M. Kobriger, D. J. 
and W. R, Stevenson. [n. d. 4] p. 

i 


"45 cents. 


- 1890 - 


3243. Potato ring rot agit R. Stevenson and 
S.A. Slack. [n.d. 2|p. ill. 
30 cents. 


UNIVERSITY OF WISCONSIN, Madison. _ Institute for 
Environmental Studies, IES report. [Madison] 
- 1891 - 
120. Decatur Lake and watershed: a report to the 
city of Brodhead, Wisconsin; Water Resources 
Management Workshop (summer 1982); append- 


ixes. 1983. 104p. ill. 
Issued by its Water Resources Management 
Program. 
- 1892 - 


UNIVERSITY OF WISCONSIN, Madison. Sea Grant 
[Coane Program] Dioxin: Cause for concern? 
repor University of Wisconsin Sea Grant 
Institute [by Thomas Stolzenburg and John Sullivan. 
Madison] 1983. 21p. ill. 
Available from: Communications Office, Sea 
Grant Institute, University of Wisconsin i800 
University Avenue, Madison, WI 53705. 


- 1893 - 
UNIVERSITY OF WISCONSIN SYSTEM. (Office of 


Statewide Communications. Introduc 
niversi Sconsin system. 1983/84. 
[Madison| 29p. ill. annual. 

- 1894 - 


WISCONSIN ACADEMY OF SCIENCES, ARTS, AND 
LETTERS. Transactions. Vol. 71; 1983. Pt. 1. 
Co-editors: Philip Whitford [and] Kathryn Whitford. 
[Madison] 112p. ill. annual. 6-6609 


WYOMING 


- 1895 - 
Wyoming covered employment, 1980. [Cheyenne, 
d.| unpaged. 
Caption title. 


- 1896 - 
Wyoming covered employment, 1982. [Cheyenne, 
n. d.| unpaged. 
Caption title. 
- 1897 - 
Wyoming travel tips. (Cheyenne, n. d.| folder. ill. 
- 1898 - 


AD VALOREM TAX DIVISION. Annual report of the 
State Board of Equalization, a division of Department 
of Revenue and Taxation. 1983. [Cheyenne] 

212 p. + 74-642856 
- 1899 - 
DEPT. OF HEALTH AND SOCIAL SERVICES. 


Rubella. [Cheyenne, Immunization Program, Dept. 
of Health and Social $e tp. 


rvices, 1981, 2]p. ill. 
- 1900 - 
DEPT. OF REVENUE AND TAXATION. Annual report. 
1982/83. 79p. ill. 
Report year ends June 30. 74-646939 


- 1901 - 

DIVISION OF HEALTH AND MEDICAL SERVICES. 
Wyoming immunization clinic procedures manual. 
Cheyenne, Dept. of Health and Social Services, 
Division of Health and Medical Services, Immuniza- 
tion Program [n. d.] i, 12, A8l. ill, 


- 1902 - 

DIVISION OF HEALTH AND MEDICAL SERVICES, 
Wyoming medical facilities directory, licensure 
year July 1, 1983 to June 30, 1984. ([Cheyenne, 
1983] unpaged. 

- 1903 - 

DIVISION OF HEALTH AND MEDICAL SERVICES, 
Cervical Cancer Screening Program. Women of 
Wyoming, It your body [Cheyenne] 1981. 
10p. ill. 

- 1904 - 

DIVISION OF HEALTH AND MEDICAL SERVICES. 
Health Risk Reduction Program. Wyoming behav- 
loral risk factor prevalence survey. Cheyenne, 
1982. iv, 37, Bl2p. ill. 

Cover title: Wyoming health status profiles, 
1982, lifestyle indicators. 
Issued in cooperation with the State Health 
Planning and Development Agency. 
- 1905 - 

DIVISION OF HEALTH AND MEDICAL SERVICES. 

Vital Records Services. Summary of Wyom 


Vital statistics, I976-1980. [Cheyenne, n. d. 
ii, 47p. ill. 
Cover title: oming vital statistics... 
83-623494 
- 1906 - 

EMPLOYMENT SECURITY COMMISSION. Research 
and Analysis Section. 1980 Wyoming census alfirm- 
ative ratios. (Casper, n.d. 7]1. 

- 1907 - 


EMPLOYMENT SECURITY COMMISSION. Research 


and Analysis Section. Wyoming affirmative action 
data 1982. Casper. [7]1. annual. 
- 1908 - 


EMPLOYMENT SECURITY COMMISSION, Research 
and Analysis Section. Wyoming annual planning 
report, 1983784. [Casper] vii, 107p. ill 


78-645546 


- 1909 - 

EMPLOYMENT SECURITY COMMISSION. Research 
and Analysis Section. Wyoming covered €mployment 
and Wage data by indu 
1981-82. 


a by industry and county. 1979-80- 


Casper. 3v. ill. 


- 1910 - 

EMPLOYMENT SECURITY COMMISSION. Research 
and Analysis Section. Wyoming energy growth. 
Casper [n. d.7 SST. ill. 83-623495 

- 1911 - 

EMPLOYMENT SECURITY COMMISSION. Research 
and Analysis Section. Wyoming 1980 occupational 
Employment Statistics, selected manufacturing and 
hospitals. Casper{n.d.| 211. ill. 


83-623497 


- 1912 - 

EMPLOYMENT SECURITY COMMISSION. Research 
and Analysis Section. Wyoming occupatiodnal outlook 
With projections to 1985. [Prepared in cooperation 
with the U. S. Bureau of Labor Statistics. Casper 
1982. 421. ill. 83-623496 

- 1913 - 

FISH DIVISION, Clear Creek investigations related to 
industrial development; administrative report, 
project 3081-09-7408 and 3082-09-7408 |by| John W. 
Mueller. [Cheyenne] 1982. 9p. ill. 

- 1914 - 

FISH DIVISION. A comprehensive survey of the Big 
Creek drainage, tributary to the North Platte River, 
Carbon County, Wyoming; completion report, project 
5082-01-7201 (by) Oberholtzer. {Cheyenne} 
1983. ii, 34p. ill. 


- 1915 - 

FISH DIVISION. Electrofishing check of Sand Creek, 
Crook County, to determine the status of the brown 
trout population, 1982; administrative report, 

roject 862-485-06 |b _ C. Rockett. 
fe Cheyenne} 1982. (3) 


- 1916 - 

FISH DIVISION. Evaluation of fish distribution tanks 
on long haul fish plants; {by} Don 
Pedlar. |Cheyenne} 1983. 

- 1917 - 

FISH DIVISION. Evaluation of water quality in planting 
— on long-haul fish distribution units; progress 
ort, project 2086-02-8202 |by| Don Pedlar. 

( eyenne| 1983. 8p. ill. 


- 1918 - 

FISH DIVISION. A fisheries survey of lakes and 
streams in the south fork of the Little Wind River 
drainage; completion report, paemety 2082-01-7105 
by} Charles Viox |and| Kerry Connell 

Cheyenne, n. d.| iv, 54p. ill. 


~ 1919 - 
FISH DIVISION. Ice fishing derby on Saratoga Lake; 
progress report, project 5082-02-8301 [by] Don 
Miller. [Cheyenne] 1983. 41. ill. 


- 1920 - 

FISH DIVISION. Johnson Creek Reservoir harvest 
report; administrative report, project no. 
0582-14-6305, report by Don Miller. [Cheyenne] 
1982. 5p. 


- 1921 - 

FISH DIVISION. The Lake of the Woods spawning 
operation, past, present, and future; project: 
spawning and fish culture, administrative report 
[by] Dave Ackerman. [Cheyenne] 1983. 171. ill. 


- 1922 - 

FISH DIVISION. Production characteristics of 
Temiscame, Soda Lake, and interstrain hybrids of 
brook trout (Salvelinus fontinalis); administrative 
project fish Rodney D. Kunze. 

yenne| 1983. 10p 


- 1923 - 
The return of marked spring spawn 
rainbow trout to the Lake DeSmet spawning trap and 
their length-weight relationships, 1958 through 1983 
(progress report); administrative report, project 
|by| L. C. Rockett. [Cheyenne] 1983. 
p. ill. 


FISH DIVISION. 


- 1924 - 

FISH DIVISION. A survey of native cutthroat popula- 
tions and associated stream habitats in the Bridger- 
Teton National Forest | (by Ron 
|Cheyenne, 1982?| v, 168p 


- 1925 - 

FISH DIVISION. Survey of streams and lakes of the 
Teton wilderness area, 1980-1982; administrative 
— {by} Ralph Hudelson |and others. Cheyenne, 
n.d.| ill. 

- 1926 - 

FISH DIVISION. Walleye spawning operations, Glendo 
Reservoir, 1982; administrative report [by] David W. 
Miller. [Cheyenne] 1982. 7p. ill. 

- 1927 - 

FISH DIVISION. Walleye spawning operation, Keyhole 
Reservoir, 1982; administrative report, project 
3082-06-6502 (by) John W. Mueller. [Cheyenne, 
1982?] 5p. 

- 1928 - 


GAME AND FISH [COMMISSION] Annual report of 
upland game and furbearer harvest [project no. 
W-27-R-36| 1982. |By Harry Harju] Cheyenne. 
69 p. ill. 75-641351 

- 1929 - 

[GAME DIVISION] District Il. Annual big game herd; 
unit reports. 1 oger Wilson, Tom 
Segerstrom — Bob Williams. {Cheyenne 
various pagings. ill. 

- 1930 - 

[GAME DIVISION] IV. 
unit reports. aine Roper, James W. 
June [and| Dave Moody. (Cheyenne! unpaged, ill. 

- 1931 - 

[GAME DIVISION] District VI. Annual big game herd; 
unit reports. 1982Z.~ rvin Hockley, John 
Emmerich |and| Grey Hiatt. |Cheyenne} 
unpaged. ill, 


Annual big game herd; 


- 1932 - 
HIGHWAY COMMISSION. Wyoming [official highway 
map|] 1983. [Cheyenne] col. map on sheet 
x 45 cm. fold. to23x 10cm. annual. 
Free. 75-693843 


- 1933 - 

MILITARY ASSISTANCE TO SAFETY AND TRAFFIC 
CIVILIAN COORDINATING COMMITTEE. MAST, 
Military Assistance to Safety and Traffic; official 

manual, |Rev. Cheyenne} 
ill. 


- 1934 - 

OFFICE OF EMERGENCY MEDICAL SERVICES. 
Citizen awareness of emergency medical services in 
Wyoming: a 1982 follow-up study to the 1980 state- 
wide survey. Cheyenne, 1982. IV, 4, 2, 20, 51. 

Cover title: State of Wyoming, citizen awareness 
of emergency medical services, 1982 statewide 
survey. 


- 1935 - 
OFFICE OF EMERGENCY MEDICAL SERVICES. 
State of Wyoming ambulance business license re- 
quirements; Wyoming Emergency medical services 


act of 1977" W.S. 33-36-101. 


(1982 revision) 
Cheyenne [1982] 39 p. 


- 1936 - 
SECRETARY OF STATE. 1983 Wyoming notaries 
public guidelines and laws, prepared by Thyra 
Thomson. Cheyenne |n. d.| 16 p. 


- 1937 - 

SECRETARY OF STATE. Annual report. 1982/83. 

[Cheyenne] 52p. ill. 
Report year ends June 30. 
- 1938 - 

STATE DEPT. OF EDUCATION. [Curriculum] and In- 
struction Services Division. Special Programs 
Unit. Library media programs for Wyoming 
— standards of excellence. |Cheyenne| 1983. 

p. 


- 1939 - 

STATE DEPT. OF EDUCATION. Office for Handi- 
capped Children. Designated officials manual, 
computerized classroom enrollment 
system. Cheyenne, 1983. 75p. ill. 

- 1940 - 

STATE DEPT. OF EDUCATION. Office for Handi- 

capped Children. Manual, Wyoming computerized 


classroom enrollment system. |Cheyenne| 1983. 
59p. ill. 


- 1941 - 

STATE FORESTRY DIVISION. Wyoming State forest 
resource program. |Cheyenne, 1983] VI, 53 p. 
ill. 83-623498 

- 1942 - 

STATE HIGHWAY DEPT. Planning Branch. Wyoming 
traffic. 1982. Preparéd in cooperation with the 
Federal Highway Administration. [Cheyenne] 

v, 22, 86, 122, 51, 16p. ill. annual. 


62-63952 
- 1943 - 

STATE TREASURER. Annual report of the treasurer 
of the State of Wyoming. 1982/83. [Cheyenne| 
30 p. ill. 

Report year ends June 30. 
- 1944 - 

WATER DEVELOPMENT COMMISSION. Wyoming 
water resources: a bibliography, prepared by Sue 
Henry & Robert Shaklee. |Cheyenne| 1983. 

iv, 568 p. 83-623493 


ASSOCIATIONS OF STATE OFFICIALS 
AND REGIONAL ORGANIZATIONS 


North central regional extension publication. 

Issued in cooperation with the agricultural exten- 
sion services of: Illinois, Indiana, Iowa, Kansas, 
Michigan, Minnesota, Missouri, Nebraska, North 
Dakota, Ohio, South Dakota, Wisconsin, and U. S. 
Dept. of Agriculture. 


- 1945 - 
97. Dairy: calves & heifers; a dairy project work- 
book. Rev. 1983. 67p. ill. 
Issued in cooperation with the SEA-Extension, 
USDA and the NCR Educational Materials Project. 


- 1946 - 
197. Dress to meet the cold. Vistase para com- 
batir el frio [by Janis Stone. Translated into 
Spanish by Celia Mulleady| 1983. folder. ill. 
Issued in cooperation with the Extension Serv- 
ice, USDA and NCR Educational Materials Project. 
- 1947 - 
199. Norcen birdsfoot trefoil, prepared by I. T. 
Carlson and [others] 1983. [2] p. 
Issued in cooperation with the SEA-Extension, 
USDA and NCR Educational Materials Project. 


ASSNS. OF STATE OFFICIALS 


- 1948 - 
203. Public policy education [by] Richard Barrows. 
[n. d.] 16p. ill. 

Issued by the Dept. of Agricultural Journalism, 
University of Wisconsin- Madison in cooperation 
with the Extension Service, USDA and NCR Educa- 
tional Materials Project. 

PNW [bulletin 
“A Pacific Northwest cooperative extension publi- 
cation" issued by the cooperative extension services 
of: Washington State University, Oregon State Uni- 
versity, the University of Idaho, and the U. S. Dept. 
of Agriculture cooperating. 


- 1949 - 

239. How to calculate manure lication rates in 

the Pacific Northwest |by R. E. Hermanson, 
J. A. Moore, andC. F, Engle. 1983] 12 p. 
- 1950 - 

240. Construction and maintenance of natural grass 
athletic fields |by Roy L. Goss and Thomas Cook. 
1983] 27p. ill. 

- 1951 - 

COUNCIL OF STATE GOVERNMENTS. States Infor- 
mation Center. Environmental auditing: the con- 
vergence of private and public interests, compiled 
by Ken Hollenzer, Jon Grand, and Ed Feigenbaum. 
Lexington, Ky., 1983. 7p. (Its CSG backgrounder) 

Address: P. O. Box 11910 Iron Works Pike, 

Lexington, KY 40578. 
$3.50. 

- 1952 - 

COUNCIL OF STATE GOVERNMENTS. States Infor- 
mation Center. Financing public education in the 
future, compiled by E. Norman Sims, Lexington, 
KY, 1983. 15p. (Its CSG backgrounder) 

- 1953 - 

COUNCIL OF STATE GOVERNMENTS. States Infor- 

mation Center. High time for high tech, compiled 
iy ie C. Tillett. Lexington, Ky., 1983. 

8 Ps (Its CSG backgrounder) 

3 


- 1954 - 

COUNCIL OF STATE GOVERNMENTS. States Infor- 
mation Center. New circuit for instriction: com- 
puters go to School, — by Debbie C. Tillett. 
Ky., 1983. p. (its CSG backg rounder) 

- 1955 - 

COUNCIL OF STATE GOVERNMENTS, States Infor- 
mation Center. Urea-formaldehyde foam insulation: 
the ban overturned, compiled by Cheryl Peck. 
Lexington, Ky., 1983. 7p. lits CSG backg rounder) 

$3.50. 

- 1956 - 

KANSAS-OKLA HOMA-ARKANSAS RIVER COMMISSION. 
16th; 1982/83. Lawrence, Kan. 

p. ill. 

Report year ends June 30. 

Address: 1950 Avenue A, Campus West, Univer- 
sity of Kansas, Lawrence, Kansas 66044 


- 1957 - 

NATIONAL CONFERENCE OF STATE LEGISLATURES. 
Arts Task Force. Arts and the States; a seppes, 
by Larry Briskin. [Denver, c1981] 

9 ill 


p. ill. 
Address: 1125 17th Street, 15th Floor, Denver, 
Colorado 80202. 


$6.00. 81-82925 


8y 


STATE LIBRARY SURVEYS, STUDIES, MANUALS, 
AND STATISTICAL REPORTS 


Colorado. 
STATE LIBRARY, Denver. 
libraries & library statistics. 
vi, 101 p. ill. annual, 
On cover: 1983-84, 


Directory of Colorado 
1982/83. 


Denver. 


74-646552 


Illinois. 

STATE LIBRARY, Springfield. 
Springfield. 

7. A review and evaluation of the Illinois State 
Library scholarship program: 1961-1980, by 
Jeannette M. Drone. 1983. iii, 119 p. 

83-623443 


Report. 


Louisiana. 
OFFICE OF THE STATE LIBRARY. Public 
libraries in Louisiana; statistical report. 1982. 
Baton Rouge. 36p._ ill. 57- 36645 


® U.S. GOVERNMENT PRINTING OFFICE: 1984-421-293:112 


i STATE LIBRARY SURVEYS 
90 


Number of Titles Recorded 
in the 
Monthly Checklist of State Publications 
for 1984 


Arizona 
Arkansas 
California 
Colorado 


Michigan 
Minnesota 
Mississippi 
Missouri 


Montana 


*Includes all monographs and periodicals recorded. Fewer numbered 
entries appear in the checklist itself because entry numbers as- 
signed for indexing purposes only and several items are listed collec- 


Trust Territory of the Pacific 
Islands 


Virgin Islands 
Virginia 

Washington 

West Virginia 
Wisconsin 

Wyoming 

Assns. of State Officials 


tively under single entries, for example, annual reports, maps, and 
pamphlets. In addition, entry numbers are not assigned to the 
periodicals. Therefore, entry numbers do not reflect actual totals. 
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NEW ADDRESS 


Mail this form to: 


Washington. D.C. 20402 


CHANGE OF ADDRESS FORM 


NAME—FIRST, LAST 


COMPANY NAME OR ADDITIONAL ADDRESS LINE 
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Government Printing Office SSOM 
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AM. 


Superintendent of Documents 
Government Printing Office 
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